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Ir contrast with their European «>llcagues American librarians 
have contributed but few books to the literature of their professionr 
They have, however, published inniimerahle articles in the peri* 
odical press. There are not many books on American library 
buildings, and too few of these are liberally furnished with plans 
and views of the buildings themselves. This book by Miss Hanley, 
then, btls a decided need, anti I am glad to Iwspeak for it a 
welcome, particularly in college and university circles. In view 
of the number of such libraries now planntttg to erect new build* 
ings as a result of growth in student attendance and in the slock 
of books, this book is most timely. 
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PREFACE 

This study of library buildings had its inceplion some years ago in 
work done at tlie University of Mkhigan under the direction of DckiIot William 
Warner Bishop, the librarian. The purpoise of the work wap (o formulate for 
a small tiberat arts college a library building program which would ctmlaio an 
analysis of present requirements as well as a consideration of future needs. 
Since Uien addilionnl plans have been collected with a view to ascertaining 
good and bad features in college library buildings. To do this with any degree 
of thoroughness it was necessary to know what work barl already been done 
in library planning. Efforts to obtain floor plans and ittformalion regarding 
recendy erected buildings proved difficult. Such plans and articles as have been 
published are scattered in various architectural and library journals, and many 
have never been printed at all. 

The American Library Association, feeling lintl there is a need on the 
part of any librarian who Ts working on plans for a new building to study 
college and university buildings already standing, suggested the publication of 
tbk material in collected form to make it more easily available. 

Tlie outline of this manual is simple. It consists of floor and section 
plans or elcvaljon drawings of fortydwo college and university library buildings 
erected, with one exception, during the past sixteen years. Tire bibliography, 
somewhat more inclusive, covers a selei;ted list of general articles on library 
planning and a list of descriptive material on build ing^ constructed in the 
United States from 1917 to 1938. 

An effort has been made to include representative types of bui1d)ng<^. 
The selection of plans has not been made with the idea of presenting perfect 
buildings, but rather of showing both good and bad features—ihose in be emu¬ 
lated and those to be avoided. Each building should be considered in its own 
right, as well as comparatively, as the best that could lut produced under 
the circumstances during llie period in which it was designed. Tlie various 
features, whether considered good or bad. should lie carefully analyred. Any 
special features that have proved satisfactory in one institution should be studied 
further. A paiticular plan which has been excellent for a building on one 
campus may not work out for another. However, it may present an idea which, 
with study, can be admirably adapted to fill a long felt need on another camputi, 
and likewise fill a gap in a perplexed librarian’s planning for his own new 
building. 


ll nece&dary lo bc^ir in mind tJiAl ihe criticism of the buildings h 
made in most ca^cs entirely from floor plans and from section drawings, sin^^ 
it was impossible to via it each of the tihranea in iniestion* Some features, 
wbicli, from the plans alone, appear inconvenient and inadvisahle for most 
libraries, may meet particular local needs adequately* It is possible to deal 
only with salient good and bad features which apply generally. To point these 
out in detail in each building plan would obviously be impossible. No effort 
has been made to do so, except where certain points do deserve particular 
empkasi.4* TTie baste principles to be considered will be outlined here, and any 
further study of the plans in relation to the fihort descriptive articles may be 
made with these in mind. 

This manual would never have been achieved without the assistance of 
several people to whom, I realize, the mere acknowledgment of my apprecia* 
don cannot repay my debt* 

Doctor Bishop, under whom die original work was done, has given un^ 
grudgingly of his time, and his sympathetic coun^l has always been helpfuK 
Without his supenrbioii the study would have been much less constructive and 
certainly would never have developed into ils present form. 

Mr. Thu re H* Lind berg has supervised the preparation of the drawings, 
and* because of his expert and intimate knowledge of library buildings and 
their construct! oOh* has proved a capable adviser. 

Mr. Francis L* D. Goodrich, Librarian of the CoUege of the City of 
New York, has oonitnually offered valuable criticism* His suggestions, made 
□n reading the eniire manuscripl, have been Incorporated to give more force 
and purpose to the entire work. 

Mr, George W* Thompson, Architect of New York City, I widi to thank 
for hts interest and for hjg careful work in drawing the plans presoited. 

Mr. William Sayward, Architect of Atlanta* read the manuscript and 
made valuable suggest ions on technical phases of the plans. 

Miss Rosalyn Crispin 1 wish to thank for typing the manuscript, and 
for her suggestions for improvements in style which have been indispensable. 

To these, and to ibe many librarians who have so generously cooperated 
with mCf who have answered my questions and have discussed with me their 
buildings, good points and bad, 1 wish lo express my giatltude, 

Dmsiurf Georf^ia Edn^i Ruth Hanley 

January^ 1939 
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SOME ESSENTIALS IN COLLEGE LIBRARY PLANNING 


This publtcation cavers the functiona] phase 
of library ptaiming rather dian architectural 
features and designing i^'hich often [n the past 
have predominated. However^ it ia not itnpossi* 
ble to achieve architectural beauty along with 
economic administration and functional coordi- 
mtliaii if every one who is to he conoerned ulti¬ 
mately with die use of the tihmry cooperates 
with the ardiitect in the initial planning. 

An early step in studying needs of the library 
building ia the eslttblishmenl of a definite under¬ 
standing between the college representatives and 
the architect as to the place the library is to fill 
in the educational program of the institution. 
Tlie library cannot be an end in itself. It has 
been staled frequently that tlie primary function 
of a college library is to make available for stu¬ 
dents and for faculty hooks and materia] supple¬ 
menting the instructional program of the college. 
It is obvious that the physical plant can either 
contribute greatly toward the real lotion of this 
purpose or that it can be one of its greatest 
hindrances. 

It is necessary that there be an understanding 
of the educational trends of the particular insti* 
tution and the place of the library in the educa¬ 
tional program. The physical requirements, such 
as location, arrangemenl and relation of reading 
rooms, book storage, administrative offices and 
work rooms, should be so worked out that the 
most efficient service can he rendered with a 
minimum of administrative cost. 

To enumerate specifically, the library build¬ 
ing should be able to care for the following 
functions: 

(1) the sequiring. cataloging, classifying, sad Reiv¬ 
ing of a book collection eomplcnicalLng the in- 
structianal pr&gTolri of ibe 

(2) iliis efficient md rapid production of ioformation 
and material when demanded; 

(S') itic provision of qniet^ comfarlablCf ana aUraeiiVi 
roomd for reading and sltidying; 
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(4) the proviiion of individual altidks for the uw of 
^tud^ls doing special work and for faculty metric 
tiers doing research; 

(5) assistance in developing the reading habit, there¬ 
by aofiiiring knowledge through ihe indrpendefil 
y&e of hooka; 

(6) the acquainting of the users wijh ihe content* of 
the library^ thereby arousing in iheni a desire to 
readt and atimutdLing them to rend for cuEuire 
and for pleasure. 

The arraiigetneiit for the ha^ndling of these 
ftinciions und ihelr supptementary factors de¬ 
pends on the cooperative program outlined by 
the llbrariaru the faculty, and the president, and 
on the ingetiutiy of the architect* the specific 
variations and adaptations for particular require* 
mente, and the amount of money at the disposal 
of the builder. 

With the establishment of the fundamental 
purpD^s the building is to serve, and with these 
borne constantly in mind, wc progress to the 
actual piannirig. Mr. Gerould*s book' will prove 
a valuable aid to any librarian from the initial 
idea for a new building to its completion. When 
the point h readied, however* where nebulous 
plans require a practicaE yardaticlc, his book be¬ 
comes an indispeniable reference tooL 

LOCATION AND ORIEr<TATION. 

First* there is the selection of ihe building site 
and the type of architecture. The architecture 
should conform to that of the eiEisling campus 
buildings^ at the same time lending Itself to 
functional adaptation. In choosing the location 
for die library buildings one of the first require* 
merits is that the she be of sufficieiU size to pro¬ 
vide space for a building planned not only to 
suit needs of the present, but capable of expan^ 
fiion to meet such condtliom as may develop in 
the future. In studying college and univerfiity 
library plans it is apparern tkai the requirements 
for future growih and development have been 
seriously neglected. Tlie structure should be suf* 
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ficiently ela^tjc La permit expansioii without 
injuring its anchitectural beauty or dimiukhing 
economical adiniiilstratmn. Completed draw- 
ing.^ should indicate clearly the p]Am and possi* 
bilitie^ for this expansion. It ahould be near the 
mam lecture ball or halls, hut nol necessarily in 
the geographical center of the compus. Quiet 
surroundttigii are obviously an importatti factor 
in choosing the local ion. The building should not 
be too near a main higliway with iU distractuig 
influences nor near a music building or an ath¬ 
letic fields 

A second item, equally impuriant, i^ that of 
the orientatiun of the building. A vital prohleni 
to be considered is the placing of the reading 
rooms. These Sihould he located with northern 
exposure. Northern light is more even than any 
other throughout the year, and does not expose 
readers to direct sun rays. It mates for better 
viftion in the reading nxims themselves and ia 
less harmful to ihe eye. If tt h impossible to 
place the building ^ that northem fighting is 
available, tlie next exposures in order of their 
desirability are east, south and west 

READING ROOMS 

VE^itfa the building situated as advantageously 
as possible, attention may be devoted to the 
actual layout and floor plans. Since the serving 
of the reader is of primary eonssideralion, the 
reading rooms will be givefi first attentioti. A$ 
hafi been said, their location regarding lighting 
is of utmost importance. This cannot be over- 
emphasi^d ami is a point frequently mentioned 
by Ithrarians in criticizing buildings in which 
they work. The distribution of light should be 
as even m can poi^ibly be made. Mr. Cerould 
gives further suggestions regarding the lighting 
of a building, by both natural and artificial 
meamJ 

As to the general placing of the rooms, it is 
always liot lo avoid situating (hem so that they 
must be cnvssed to reach other rooiiis> 

Tile amount of i^pace Jo be devoted lo reading 


rooms is dependeni on a number of factors. Arc 
there other provisions on the catnpus for !>tudy 
in dassrooms, or in departmental or dormitory 
libraries? If there is not it will be necessary to 
provide more sealing spare for readers in the 
library. The seating space will need to be greater 
if many studmna live off the campus and com¬ 
mute. The present enroll menu the rate of in* 
crease or any change in policy regarding the 
number of studeuis—all these must be con* 
sidereth Some library buildings recently planned 
fiave provided space for forty per cent, others 
for fifty, and some for even seventy-five per cent 
of the student body. 

In ascertain tag the amount of space to allow^ 
coni^lderalion must be given to the types of read¬ 
ers lo be ser^^ed. Space nitisl he ptovideil for 
s^tudents using ihelr owti books snppleinented by 
soH:a lied ‘^reference malerjaJ’*^ for those using 
hooks from the stack, reading periodicals (bound 
volumesi and currenl issues), using reserved 
books, and for per^ns reading for culture and 
pleasure. 

After deter min mg the exact percetilage of 
students to J>e accommodated (and this should 
obviously be as large as possihle)^ the actual 
amount of floor area can he determined by allows 
tng twenty-five or ihiiiy square feet per reader. 
Some of the plans presented here have allowed 
less than twenty square feet per reader. This ia 
entirely inadequale from the point of view of the 
jstudetil as vi^ell as that of the librariati, to whom 
crowded reading rooms present an additional ad¬ 
ministrative difficulty^ 

The numlM^r of rooms and the area of each will 
be governed by existing conditions on the indi- 
vidua) campus, and by the educational program 
of the institution as a whole. It should be borne 
fn mind, however, lhat, while smaller rooma are 
more attractive to use-, large reading roomie are 
less expensive to administers and al^rh noise 
better than small nxims. 

(l)Mam reference room. 

Whatever the size or type of library, a general 
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reference and reading mom h PiiscfiliaL If there 
are no deparlmentai libraries on the campus 
and if this main room is the only reading room 
it should he capable of seating at least hfty per 
cent of the student body. If there are other 
ptacei^ on the campus in which students may 
study* this figure may be decreased^ 

Tl^c main delivery desk is often near the refer¬ 
ence room. In some small buildings with Umited 
fundsi available for building and for administra- 
tion« it is advisable for one attendant to super^'i^e 
the reading room* the entrance and exit to the 
bookstack, and the loan desk^ Reservctl books 
ntay also be handled in the genera] reading 
room* cither by sscgregating the collection or by 
having closed reserves^ shelved behind the charg¬ 
ing desk. The latter meiiiod, however* is not 
recommended, since the student undoubtedly 
benefits from having boaka on open shelves* 

In connection" with the main reading room* it 
is advisable to lake precaution against the temp* 
tatioR lo design a munumental architectural 
feature. Such rendirig rooms are expensive to 
heat and diflictill lo provide with adequate and 
satisfactory artificial lighting. Students likewrise 
prefer small and informal rooms. The effect of 
these small rooms may be achieved within a 
larger one by the use of ficreens or alcove book- 
casesu, while still permitting supervision by one 
attendant. Such an arrangemenl* however* may 
not be practical in a coeducational institutiori. 
If the alcove a rrangement h used* it is necessary 
to allow more space per reader. 

(2)/Jeserueri bo^k room* 

In a school with an enrollment of five hun¬ 
dred or more^ it will undouhtcdly lie necessary 
to have a separate reserved book room* In the 
majority of buildings studied, die capacity of 
the reservpcl Iwok room is equal to that of the 
referenr^e or main reading room* In some in¬ 
stances it is larger. This js not to be taken as 
a criterion* since there are too many factors 
which enter into local consideraliorHs. For ex* 
ample, at the University of Michigan the two 
reserved book rooms have a total seating capac¬ 


ity slightly less lhan that of the main reading 
room^ but here there arc departmental libraries 
scattered in various buildings on the campiUip 

As the books in thp reserve collection are 
in frequent demand, it is advisable in (dace 
ihk room near the eiiirancc as possible. 
Tttis Slaves sleps im the part of the user^ and 
also avoids a great ileal of traffic through the 
building. Exit.^ should be few and strategically 
placed, since (heir close suporvifiion m necessary. 

(3) Periodical rewm. 

In small college librarteSp it b possible to 
place tlje periodical eoilecllon in the main read¬ 
ing room, providing wall sihdves* pigeonhoIesL, 
or similar accommodation for unbound period^ 
cals* Display shelves or eases are recommended 
for current Hie jieriodical reading room 

might be located in an alcove formed hy pro¬ 
jecting bookcases or glass part it in ns. If an alcove 
is provided* it should have a movable partition 
permitting enlargement. 

In large colleges and uni ver si lies, a separate 
room for the periodicab is essential. In some 
libraries it is fouud coDvenient to liavc tbese 
separate periodical and newspaper reading 
rooms tocaU^ atljacent to tlie booksiack with 
the bound files stored on the stack level coin¬ 
cident with this floor* 

A small room opening from tlie periodical 
room is provided in some buildings for col¬ 
lecting and preparing the magazines for bind¬ 
ing. If permils* tins added convenjence 

is desirable. 

In a periodical reading room it is well to 
provide some arrangement of comforlabte fur« 
oiture^ radier than the usual formal lables and 
chairs. 

{4) Recr*fall&fia} reading or broursing room* 

During the last few years there has been 
a decided increase in the demand for “extra¬ 
curricular** reading rooms—^rooms wdiere read¬ 
ing is encouraged as a pleasure in itself, jind 
not merely a$ a part of a pre^Tibed cour^\ 

Browsing rooms should be as attractively fur* 


ij^hed possible with comfoTtable chairs and 
ireading tumps, Thr books provided should be 
carefully selected to include the best of Idlest 
fictioOv biography, and other fields ol interest 
which will appeal genemlly. The Tower Room 
at Dartmouth^ and the browi^ing room at North 
we^lerti are excetlent examples. 

Tliere is no defifiitc formula for the area of 
this roomi, It should, ho we vert contain shelving 
for several thousand books. If the room really 
serves [Is purpose, it should be able to aeconi'^ 
modate u fair number of students in spacious 
surrounding. 

Browsing rooms have been ao highly adver* 
tised that ik>me Itbrartons have come to eonsider 
them eseential. It ts wise to rememhert how¬ 
ever* particularly where funds are limited, that 
such a room^ white an attractive addition to a 
library, h not a neces^iity and does undoubtedly 
increase administrative costs. To function at 
Its best for a large student group a well-equipped 
recreational reading room should have a spe^ 
ctally trained attendant. Mr. Cerould has an 
interesting discussion of the whole subject of 
browsing rooms.* 

{5)Sei7i?m»r5 onJ co/Miiholian rooms. 

Even though a college does not offer graduate 
courses, it h nevertheless important that some 
seminar rooms be provided in even the smallest 
coll^ library. There is an increasing tendency 
in eiiueattonal circles to introduce into the cur¬ 
riculum methods of independent study. It ia 
desirable that ^dents have some place to as¬ 
semble and prepare material while a definite 
problem is being studied. Rooms may be of 
variouji sizes, and should contain some shelving. 
However, they should not be planned with an 
idea of containing a permanent collection of 
books. The number of rooms depends entirely 
on loco] needs. 

Omfercnce rooms have come to be a necessity 
to accommodate students who wkh to study 
together. The average library fumishea no 


space in which they may do $o. The provision 
of these rooms reduces conversation in the read¬ 
ing rooms^ and also gives spac^ for committee 
meetings and similar group gadteringsi The 
conference rooms should he small, and should 
have sound-absorbing malerials on the ceiling 
and walls- A small soundproofed room is con* 
venient for students who wish to type. 

It 13 wi^ to plaee faculty studies, semi nans, 
and conference rooim for graduate students on 
the lop floors of the building. Tlie undergrad¬ 
uates oiay be confined to the lower levels, and 
a great deal of traffic through the building will 
thus be eliminated. 

DEU\^RY HALL. CIRCULATION DES*?. 
PUBLIC CATALOG. COAT BOOM. 

The delivery hall ia the fuiietional center of 
the library. It should be adequate to provide 
space for the charging desk and the card catalog* 
and ^uiiicJently large to allow the easy move¬ 
ment of traffic from the entrance vestibule to 
the reading rooms, stack and stairs. The siairs 
generally lead from ibis hall. It serves as a 
corridor to the work rooms, to the leference 
room, to the reserved book roomt and to any 
other reading room which is provided. The loan 
desk is the central point between the storage, 
the service, and the general use of books. The 
de:»k should be so placed that it governs tlie 
entrance and exit to the stack. In many libraries 
the attendant at the loan de^^k is responsible not 
only for the charging and discharging of books* 
but also for supervision over a reading room 
or rooms. 

It is no! poav^ible to my just how' much spaoe 
should be allowed for the delivery hall. How- 
everf it should be adequate for future as well as 
for present needs. Over a period of twenty*five 
or fifty years there may he an increase in the 
student enrollment, and a growth m the card 
catalog. The central location of the delivery 
hall makes expansion difficult, if not impossi* 
ble. Provision for working area behind the 
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loan de^k ahould be generoUiS—sulftcieni for 
several more as&bunbs than are now needed to 
handle the %%ark- Provision should be made to 
permit expansion by lengtliening the cleak itselfp 
ratlier than by increasing the distance between 
it and the stack entranoe. 

It b well to reniemtier^ lioweveri that a large 
delivery hall for working space should not be 
a Howell lo develop into an overlarge^ high- 
ceilinged room extending through all the floor 
levels. This tendency occurs frequently in me* 
RionAl halls. It is advisable to have more floor 
space than undue loftiness. 

Since it is centrally located in the buildings 
it probably will be impossible to provide the 
delivery hall with natural lighl from windows. 
However^ with the advance continually being 
made on systems of artificial Sighting ihcre is 
no reason to attempt to bring in natural light 
from ai)ove. It is wiser and more economical 
to depend altogether on artificial illumination* 
111 many older buildings space was wasted by 
the use of skylights over the circulation desk 
and in the delivery halL 

Near the loan desk and close to the bookstack 
should be the card catalog. This should be in 
an open space w hich perinils expansion. Several 
libraries have hod special catalog rooms, only 
to find that they were entirely too small and 
that the catalog had to be moved later. Mr. 
Cerould gives an adequate formula for estimate 
ing the space necessary to provide for the card 
catologp^ 

There should be a narrow table of standing 
height near the catalog file for its users. Also 
nearby should be a table and chaira for those 
who wish to sit while consulting the file. 

In the circnlation lobby space should be al¬ 
lowed for displaying some of the recent acqui- 
sttioris* aome rare ma tori at, and other items of 
this nature. By the use of floor cases and wall 
panels it is possible lo utilize space which would 
otherwise be wasted. 

A necessity in any building is a public coat 
or check room. In the smaller college building 


a public coal room without an attendant will 
probably be satisfactory. In a larger building; 
especially in a city, it will be necessary to have 
a check room with on attcndanL This coat room 
should be given as mconspicuous a place as 
can be found. However, if it ts not near the 
entrance, it probably will not serve the purpose 
for which it is intended. Atlanta University 
and Northwestcni have provided for this service 
adequately. Where a large number of students 
commute, individual lockers may be necessary* 

ADMINISTRATIVE OFFICES AND 
WORK ROOMS 

Of equal importance with thought for those 
using the library is the necessity of considera¬ 
tion for the staff, since the proper functioning 
of the entire building depencb ultimately on 
staff memliers. The actual administrative work 
—^be ordering of books, receiving and checking 
of ordeta, cataloging and classifying, preparing 
books for the shelves, checking periodicals and 
preparing them for the bindery, caring for 
pamphlets and clippings—all these technical 
processes are required in any library, large or 
small. For the effective accoinplishment of 
these tasks, adequate thought muHt be La ken 
when the building is planned to see that suffi¬ 
cient space has been allowed for «taff work, 
and that administrative offices and work rooms 
have been arranged as conveniently m possible. 
It is imperative not only that present needs be 
considered, but that expansion h possible if 
later needs demand. A lack of sufficient pro¬ 
vision for expan stem, may hamper the librarian 
with crowded workrooms, although his building 
is comparatively new. 

Recognitimi must be taken of the strictly 
physical features which the work rooraii of 
necessity include. In addition to such built in 
features as can and should lie provided flava- 
tones, toilets, and adequate closet space for 
storing supplies), there must be room for deskSt 
chairs, and other office equipment, plus tlie fur* 
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niture peciilbr (o library offices.. This includes 
s[»ace fur booktmcks, bwk cases, ample aisle 
apace for movemcn! of persons and irwcks^ 
space for card catalogs, lypewriier staiidst 
shriving for reference booksn The work carried 
oil here must proceed in an orderly fashion 
and a generous amount of floor space is nec- 
essary to insure that ii do€?s- Not less lhao one 
hundred sc[uare feet should be allolted! for each 
staff member, both present members and poten¬ 
tial future members. 

While it is not possible to forecast exactly 
the growth of a library or of its it seems 
wiser to provide too much than too tittle area. 
Having once built, it is usually impossible to 
provide for additional adjacent working space. 
It may be that rooms in another portion of 
the Liu tiding can be utilized* However^ the 
various proces^se* of preparing books for cir* 
culation arc so interrelated that there would 
he considerable Iom of time if they vrere fcal- 
tered, and administrative costs would diereby 
be tnereased* 

.Another problem which pre^sent.^ itself is that 
of arrangement. An arrangement which makes 
for the greatest possible conver^tion of effort 
through convenient Location to all branched of 
the work will result not only in lower cost of 
operation through time saved but also in greater 
general efficiency throughout. When planning 
the Incut ton of adminij^trative offices and work 
rooms, it is highly desirable that they be near 
the public card cataSog* and with direct en- 
tratline into the Ixmkstack. If possible* the staff 
quarters should he ensuile and in close juxla- 
posit ion. 

The office of the Ithrarian and the work rooms 
should be on die same floor and adjacent. One 
enlraricc to I he offiiTe of the librarian should be 
so placed that it is not necesisary to cross other 
offices, w'ork rooms, or reading rooms to reach 
iL The size of this oflice will naturally vary 
in differerit buildings. However^ it k advisable 
lo have it large enough yo that Sunuill committee 
meetings may be held in it if necessary. 

In some small libraries the various admini¬ 
strative processes are grouped togellier quite 


^lisfadorily in one large room. In liome large 
librarica, likewise* it been found convenient 
to use only one room. At the University of 
Miriiigan small offices have been made wilhiii 
die targe work room by the use of movable 
bookcases* 'Hik permils flexibility as needs 
demaiid. 

The staff should not only be equipped to carry 
out its actual work as conveniently and as com* 
fortably as possible* but it should have pleasant 
lounges for rest and recreational periods. These 
need no longer coniain merely bare essentiala, 
but may be made as attractive as the budget 
peruiits. There should be re?t rooms, locker 
rooms, lavatories, and kitchenette* 

ffi any library a recieiving room is practi¬ 
cal ly indispensablcF It should be located on the 
ground floor level, with an outside entrance 
which can be reached by delivery trucks. A 
grade entrance is highly desirable. The receiv* 
ing room should be placed beneath the w^ork 
rooms* and connected with them by an elevator 
or bcKjk lift. 

Provision must be made for the storage of 
shipping boxes, supplies, discarded or tempo¬ 
rarily discarded furniture, etc* Even an un- 
lighted area on the ground floor, or basement, 
is satisfactory for this. 

Space in the basement should be provided 
for the janitor to store mops, broomst and other 
cleaning apparatus* The space should also con¬ 
tain a^sinki Sinks piped with hot and cold 
water should be placed on all main floor levels 
for the jonitoris use* 

A convettieitl feature is a house phone system 
comteciing various deparlmenls. Possibly phones 
would also t>e useful on some i&tack levels. It 
would be well to provide connections on the 
various ftoor!^ ami oitier convenient places m 
the building where telephones might be plugged 
in when desired* 

BOOKSTACK 

The slack room should be so located with 
relation to the building and the plot of ground 
that expansion of the stack is pos&ihle hori* 
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zoiitally well as vertically. Growth in the 
past would seem to indicate growth in the future* 
It h impossihle to forecast the growth of a 
Uhrary^ with any degree of certainty^ expe* 
rience has shown again and again that a new 
building brings not only an increase in tlw usse 
of the library* but also an increase in the book 
collection. Many of the libraries erected in 
the past did not take cognisance of future growth 
and needs, and w^ere so located that they were 
incapable of expansion. It is usually odvisable 
that the bookstack be located in the rear of the 
building where expansion is more possible than 
elsewhere* It i:s essential that the original build¬ 
ing plans show the possibility for $tack addition. 

It i& important in providing for future vertical 
extensions to Jay a foundation strong enough 
to support 0 limited number of additional tier^, 
w’hich may be added as needed. It it puisible 
to provide steel construction for vertical ex¬ 
tension of an entire slack secuon, with tome 
stripped decks (complete as to outer structure, 
but without shelves or other equipment) which 
may be furnished when necessary. 

A miscellaneous scattering of slacks through¬ 
out the build I ng^ resulting from the necessity 
for expansion, should be avoided* Extra support 
must be provided for stacks added lo floors not 
originally designed to curry the added wei^t of 
stacks and books. This necessitates additional 
construction costs* 

Although the building may l)e Breproofod 
throughout, il is nevertheless advisable to have 
Uie stack so oonsiructed that it may be entirely 
shut off from ihe rest of the building. Doors 
to die fitack should be of metal* as covered 
under the reguJatiou^s of the 6re underwriter's 
label. 

In estimating the book capacity of a library 
some architects have used the formula of fifteen 
volumes per square foot of floor area which 
tneiuded space occupied by aisles* elevator and 
stairways. Tliis figure* however, is for the com^ 
pact storage of books and not for a Hc^llection 
in constant use. Tlie formula of ten volumes 


fjer square foot of floor area, which includes 
space occupied by aisles, stairwata and eleva^ 
toTs^ has been found sufficient for a working 
colieetion. Mr- Gerould outlines an excellent 
and accurate method of estimating the book 
capacity of a library/ 

In estimaltng stack area, space of about 20 
square feet should be allowed for each carrel 
(or cubidej* The question might well be asked 
as to the number of carrels which should be 
provided in a library building. There seem to 
be no definite figures on this subject, How'ovcr* 
ainoe they are very popular with the students and 
faculty I as many as possible should be included. 
Of the buildinp included in this study there 
is considerable variailon in ihe number of 
carrels provided in relation to the number of 
faculty and the number of students* Tlie varia* 
tion can be seen from the chart appended to 
this w'ork* 

Tliese small studies may be either open or 
dosedi and are located along the window wall 
of the various stack levels, so as to benefit from 
natural lighting. Each is equipped with a small 
table and shelvein which arc alsto a part of 
ib^ stack equipment* 

At thia point it may be suggested that the 
cartels sliould be made more attractive tho^ they 
have been usually in the past—ibat some pleas¬ 
ing color and more comfortable fumJlare be 
brougbi into ihe stacks, A cheerful innovation 
iias been the use of liglil colored uprights and 
shelf ends. It probably is wtoe to have the shelf 
itself black* and the remainder of the equip¬ 
ment lighi in color* Light colored surfaces hove 
a high intensity of reflective quality* The im¬ 
portance of this cannot be overeinpbasized* Testa 
indicate that reflection from an olive grwn 
surface is alioul thirteen per cent and from a 
cream surface* about seventy-four per cent. It 
is obvious that lower wattage can be used in 
a stack room finished in a light cx>lor than in 
a dark shade* 

Experts in bofjkslack construction who have 
had broad experience In ibis type of work* who 
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understand thorougjjly tte Ubrariaii'’B viewpoint 
as well as the engineering and structural prob* 
lems involved, should be asked to assist the 
archilett in the planning and layout of the iwok- 
stack and i!t|uipnicnl. 

The stack work usually includes the stark 
ami the shelving, floors, stairways, elevator, 
canrel?, reference shelf to consult large bonka, 
range indicators, l>ook supports, special shelv¬ 
ing for uversitie volumes, special shelving for 
maps, liook conveyor, book lift, pneumatic tube 
system, locked Section where rare books or any 
material which for one reason or annlher may 
neefl to he segTegated from the main collection. 

The height of the ceilings in the bookstack 
has been quite definitely established at seven 
feet six inches from fiRisliiHl deck to finislied 
deck. 

Every floor of the main part of the building 
should be coincident with one of the stack levels, 
with an entrance to the slack from each of the 
main floor levels. Thresholds and ramps, which 
are hindrances in the way of easy uee of book 
trucks, should lie avoided. 

HEATING, VENTILATING, AND AIR 

CONDITIONING 

These subjeds will be metitione<l very briefly 
in this discussion, NaturaHy they merit utmost 
consideration, but the fact that ao many changes 
and advances are constantly being made in 
mechanical i»[uiptnent would probably render 
iiiadcquatie any plans made today which ob¬ 
viously could not lake into account |omniTow*a 
problem. 

Heating will perhaps be tlie least diSkult 
matter, since it is usually provided by a central 
college plant. Provision for moving currents 
of air of tlte proper humidity and temperature, 
however, calls for developments in both air con¬ 
ditioning and ventilating, It is, in actuality, a 
study of a physiological problem, since im¬ 
proper heating, lack of air movement, and lack 
of suflicieni humidity tower efliciency for work 
as well as resistance to disease. Given a supply 
of fresh air comfortably heated to a tempera¬ 


ture of seventy degrees, provided by air condi¬ 
tioning with a relative humidity of alxjut fifty 
per cent, and circulated in a slow motion by 
adei]unte ventilating apparatus without causing 
drafts or noise, the problem will be adeciuately 
met far die winter months. 

If a library building is to be uised through 
the summer likewise, it i» well to install a com¬ 
plete air conditioning ayalem, which includes 
the dehumidifying unit as well ns the humidi¬ 
fying. This provides for the removal of moisture 
from the air and permits o comfortable lower¬ 
ing of the temperature. In some new buildings 
not in use tbroughout the year, this extra unit 
has not hf?en installed. However, it is wise lo 
provide necessary ducts and space for the in¬ 
stallation of llic machinery which may be put 
in later. 

Equally important wUh providing good ven- 
Itlation and humidified air for human beings 
is die provision of filtered air humidified and 
tempered for the preservation of hooks. It has 
been found advisable to provide a system of air 
oondilioning for the slack separate from the 
remainder of the building. The Bureau of 
Standarils has done consTderabte research on 
the question of the deterioration of hook paper 
in libraries, and its reports should be considered 
when the ventilating system for a building is 
being planned. 

LIGHTING 

Equally important for the stalT and for the 
students in the library is adequate ligjiting, 
both natural and artificial. Good lighting in¬ 
cludes consideration of the following factors: 
steady source, suflicieni intensity to illuminate 
without glare, and the elimination of shadows 
on reading and work surfaces, 

Windows in the reading rooms should reach 
as high as pos.sih1e toward the ceiling. .As the 
windows arc higher, the distribution of the tight 
which enters them is greater. Window space 
should lie equal lu twenty or twenty-five per 
cent of the floor space, Wlierc there la a great 
deal of glare most of the year, it ii wise lo 
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have Venelian Winds* 

As staled before, it is desirable tbal llie read* 
iitg rooms have a northeni exposure. It is not 
essential that natural lighting be provided in 
iUe stack. In fact, it is better not to expose tlic 
books to daylight. Tests indicate that sunlight 
eauses deterioration in papers and bindings. 
Even with some natural lighting it is always 
necessary to have some artificial lighting like* 
wise because of the nature of the work which 
must go on in the stack. 

Artificial illumination presents an engineer- 
ittg problem complete in itself. Enormous im¬ 
provements. are being made continually in this 
science. It has been found that some eyes un¬ 
doubtedly require much less light than others. 
Serious thou^t should be given therefore, to 
providing different quantities of light to care 
for these individual differenees. Some satis¬ 
factory system must he devised for the entire 
building, with special attention given to the 
illumination of the circulation desk, the read¬ 
ing rotnm and work rooms. In rooms with rela- 
lively low ceilings ffifteen feel or less) with 
good reflective surfaces, an indirect or semi- 
indirect system has been found to lie quite sat¬ 
isfactory. 

However, in rooms willi high ceilings, the 
problem is entirely different. Here general 
illumination seems preferable. In one building 
recently erected, this general lighting has been 
augmented by floor lamps scattered throughout 
ihe reading room. Although neither table nor 
floor lamps may be provided at llie time the 
building is erected, it is advisable to make 
provision for floor outlets* Tliis can be done 
by having a number of conduits running the 
entire length of the floor and installed when 
llie floors are being laid. These conduits can 
lie provided with outlets every few feel, and 
can be connected at any time they are needed. 
There should likewise be provision for wall 
plugs, pending the time they will be nectled* 
The wiring should be planned with a view to 
poissible changes in the placing of fumilure. 
Wall outlets should Iw provided in the delivery 
lobby and behind the circulation desk as well 


as in work rooms and reading rooms* 
MISCELLANEOUS 

All precaution must Iw taken for the preven¬ 
tion of noise. Selection of machinery and equip¬ 
ment should be made with a view to making 
the entire building as noiseless as possible. 
Sound absorbing malerials and insulation should 
lie used on ceilings and walls to diminish noise 
caused by ooiivorsalion, by typewriters, move¬ 
ment of chairs, and walking. Floor covering 
of cork, rubber or asphalt tile also serves to 
deaden noise. Precaution should be taken 
against the banging of doors. Any factor which 
interferes with application and concent rati on 
should be avoided. 

On consideration then of some of the factors 
involved, on studying the function of the library 
in the cducaitonal scheme of which it is an 
integral part, on studying present oillege and 
university library building plans, their good 
points and their deficiendes, one should be able 
to determine a definite library building pro¬ 
gram for I be college to be served . 

From those librarians who are now suffering 
frum lack of sufficient library quarters and 
who are laboring at a disadvantage because 
of this, one may learn caution in planning. From 
(boae who Tiflve been more successful in meet¬ 
ing the problem, a college or university planning 
to erect a library building may well seek advice 
in any case which may help in meeting and 
solving the local situation. 

Any building must make adequate provision 
for comfortable seating space for the readers 
in quiet surroundings, for booh storage, and 
for comfortable quarters for the administrative 
staff. It should be capable of expansion in 
all of the major services, and should be prop¬ 
erly heated, ventilated, and ligl'tcd by both 
natural and artificial means. Finally, the plan 
should he sufficiently elastic so that it con be 
expanded without injuring its architectural 
beauty or diminishing its economical admini- 
Hiratian. 
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BUILDINGS costing over $6oOpOOO 
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DARTMOUTH COLLEGE 

H^noi^erf New Hamf^shire 


Dartumuth ia a privately coiittollcd. jiberal 
arts (Tflltefse for fnen+ ’with an enrollment of 
about 2^400. 

The Baker Meingrial Library* designed by 
Jenii Fredrick Larson^ was completed in 1928^ 
at a cost of 81*200*000. Tn atylcof andbitectnre 
it is Georgian* of simple design to barmonize 
with the older building of Dailbmoulb Row, 
The lower stands at the axis of the old campus 
and tlie new, and is the architectural focus at 
the college. 

The Houlb nr front entrance of the H-shaped 
building leads directly iftto the delivery hall 
with the loan desk opposite the entrance. To 
the right of ibe desk is the card catalog, and 
to the left, exhibit cases. Immediately behind 
the delivery desk is the bookstaok open to all 
Students. It h nine tiers in height and has a 
rapacity of 300,000 volumes at presenL On 


each side of the stack arc work rooms, and 
above them there arc two mezzanine rooms of 
the same size to be utilized later by the staff 
if more room is needed. 

In the east wing of thi^ floor are located the 
periodical reading room and a reference room. 
The Utter has a gallery with two liers of stack 
ranges which form attractive alcoves where the 
students may read and study in a q^uiet atmos¬ 
phere. The refereuce lihrarian^B office is con*^ 
veuiently located lieiween the reference and the 
periodUat rending rooms. Administrative oflices 
and treasure room are north of the stair hall in 
the west wing, with a study hall to the south- 
In each wing there is a public ^tair hall leading 
to the sreond floor and to the ha Foment floor. 

The tower reading room occupies the central 
part of itie second floor. Most librarians in 
planning hiiildings recently have made provi* 
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si on for special collections of readable books, 
eomelimcs in browsinj; rooma, often in special 
alcoves. At Dttrtmoulh a great deal of atlention 
has been given to making the famous tower 
room a reading center of this type. Alcoves 
formed by bookcases with galleries above, con: 
tribtile an atmosphere whtdi is dignified and 
BtlrttdJvc, and give the reader a quiet and 
secluded i^mer in which to read or study. It 
might be the reading room of a large dub, 
with it soak panels, comfortahle furniture, fire* 
places, and alcoves. Carefully selected books 
of special interest arc in each alcove, and an 
effort is made to tempt the student to read in 
other fields than that of his major subject, and 
to develop a liking for reading in itself, rather 
than as an assigned duty in connection with 
courses and grades. A special member of the 
staff has charge of this room and aids the stu* 
dents in making their selections. The popularity 
of the room with both students and faculty has 


proved its value. 

In addition to the tower reading room on this 
floor, there ^re faculty studies and conference 
rooms-^thirty'six in alt. Here faculty and stu¬ 
dents may gather in small groups for informal 
instruction. 

There Is every evidence that careful thought 
has gone into the planning of the Baker Memo¬ 
rial Library. A librarian planning a new build¬ 
ing would profit by the study of the plans, l\ 
must he recognized, however, that under ordi¬ 
nary urban standards of adminislration where 
every room requires supervision, the arrange¬ 
ment of tills building would require a larger 
staff than would another building of comparable 
size and different layout. Because of the fact 
that Daiimiiuth is located in a small town and 
that its hbrary serves an extraordinarily homo¬ 
geneous group of students, it has not been found 
necessary to have such close supervision, and 
an attendant is not placed in each room. 
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HOWARD UNIVERSIIV 

Wasbingimi^ Dhtrhi of Coii^oibia 

Hciward h a ccK^ucational university atteruted 
by Negroes, and comprising schools of liberal 
arts, eciucation, law. medklne, dentiiFl;r)S 
pharmacy^ Its annual enToUmetit is aboul 1^300 
students. 

The library, designed by Albert Cassela in 
die Ceurgiart style of arehiieeiure, constructed 
of brick with limestone trim, vvaa completed in 
1938 at an approximate cost of $1,106^000. 
The building rectangular in genernl outlinet 
with a tower in the center front over the main 
entrance. It faces north, with a sewndary en¬ 
trants on the west side* 


To the left from the entrance, the corridor 
leads directly into the L-shoped reserved book 
room, seating 214 readers* This room oceupies 
the entire northeast corner of the floor^ and is 
so locatef] in relation to the main stark lhat 
the reserved bcKiks may be shelved in a portion 
of die i^tack, with Jt speeial reserve delivery 
room adjoining, Howevett the delivery service 
desk for die reserved books separated from 
the reading room by a main corridor and a 
stairwi^\ Admittedly this relieves the reading 
room of some confusion, but it reejuires addi* 
lional atlendnnts for supervision. 

An unusual feature of this building is the 
placing of the order, cataloging and bibliogra¬ 
phy rooms aeross the entire stmth side of the 
building, rather than inserted into ihe booksiack 
on the second floor* This plan*, however, places 
the main reading room and the administrative 
offices and work rooms on the same floor in an 
horizontal arrangenieiit which decreases the 
stack space where it k most needed* The fact 
that the stack and the oifiee of the librarian are 
readily acce^^sible to the stuff may prove con¬ 
venient, but there will probably be compensating 
difficulty in the location of the cataloging rociin 
so far from the receiving room, particularly 
since there is no convenient connection iM^tween 
the two. Likewise* It might save a considerable 
amount of time if the work rooms were concen- 
Iraled more definitely, rather than Shcattered over 
so great an area. 

The location of the eitairs on either side of 
tne main delivciy‘ desk gives a cramped appear¬ 
ance, not at all iii keeping with the spacious 
allotment for the card catalog and the exhb 
bit ton bulk 

The reference and periodical rooms on the 
second floor have a ceiling height of 22 feet, 
while the rest of this floor has a ceiling height 
of 15 ftH!:i- The difference in space in these 
two ceiling heights has been utilized for the 
installation of slacks. On this particular derk^ 
carrels have been placed along the north and 
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MUlh window wall$. The bookstaek, six tiers 
in heighlf has an ultimate working capacity of 
423,000 volumes, and provides 96 carrels for 
the convenience of faculty and students. 

A graduate study room sealing 80 readers^ 
togetlier with 28 individual faculty studies and 
one level of the bookstack, occupy the entire 
third floor. This library, in common with many 
lainslructed recently, takes into consideration the 
needs of faculty and graduate students who arc 
doing research and provides space for study 
over long periods. Credit must be given the 
architect and the college olhcials for ihe careful 
thought which has gone into this plan, providing 
for present and future needs. 
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around the room provides space for about 11,500 
reference books. On the west side, adjacent and 
opening into the reference room, is a periodical 
room seating 120, and having space for approx¬ 
imately 1,600 periodicals. The medical reading 
room occupies the space marked “future stacks’* 
on this floor. 

Tlie second and third floors are similar in 
arrangement, and both are devoted to graduate 
research and instruction. There are four grad¬ 
uate reading rooms on these two floors, each 
with provision for alwut 8,000 volumes. The 
“future stacks” apace on the third floor (not 
shown) is used as a map room. 

The basement plan places the receiving, bind¬ 
ing and printing rooms directly beneath the flrsl 
flotir work room. A study hall in the northwest 
comer of this floor is used as an open reserve 
room and provides space for 110 readers. 

The library at Michigan is an example of the 


advantages of careful planning. Originally de¬ 
signed and constructed in 1919, the work space 
ta still adequate, and the reading space is, for 
the most part, sufficient, although the student 
enrollment has increased considerably during 
the past twenty years. The space intended for 
stack expansion has been occupied by the library 
school and medical reading room, faut the stack 
space too has until recently fllled the needs of 
the university. 

removes the cataloging department from the im¬ 
mediate proximity to the main service division. 

An assembly room located on the west side 
of the first floo'r, seats about 100 persons, and 
is used as a lecture room by the library science 
department. The portion marked “future stacks” 
is equipped as a study hall for this department. 

On the second floor is the main reference room, 
which is 170 feet long and 50 feet wide, with 
seating space for 300 readers. Wall shelving 
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coDcdron go to tha ftecond Root 
where itie delivery room, oecupy- 
ing an intermedrate position, aets 
as a veiilibule to llic maiit reading 
room and to the stack. The cata* 
loging dcparlJftienl is contiguous to 
the card catalog and near the stack. 

Ttie main reading room on ttie 
second floor e;EteRds upward 
throygii the diird, which h other¬ 
wise taken up with deven seminar 
rooms of varying dimensions. Sky¬ 
lights have been used fo bring 
nahiml Eighl into the delivery 
room on tiie isecund floor, wdiile at 
the same time providing light 


NORTH CAROLINA f Vpiivifsiiy 

Chape/ H//i 

The University ifi a mate owned and controlted 
melitution with an eiiroMment during the coHege 
year of about 3,000 {Students. 

The library building, occupied in 1929 and 
cewting S625^tX)0, Beats 1^000 readers, Tlie ar^ 
chitects, Atwood and Nash, Inc.^ with McKimr 
Mead and While aB consultants^ localet] llie 
building la face north, and gave all basement 
roomB fulJ-stze windows above ground. This 
gives the T-shaped building a four-story effect. 
Tile uni ill section is 208 feet in lenglK and 
adequate space has been allowed for future ex¬ 
pansion, both for stack section and for actual 
working rooms. 

Thc rtiairi reading room extends the entire 
length of the second ftoorn, with ihc delivery 
room and circulation desk located between the 
reading room and the stack. Readers intending 
to ujse the hooks ffooi the stack or reference 


courlH to fuml^^h natural jUumina- 
of tion for the seminar rooms located 

in the center of the building. 

The book stark occupies die cn* 
tire rear purtion of the building, and is nine tiers 
in height. When completely equipped, the stack 
will have a storage capacity of 450,000 volumes. 
The atrangement of the ofRces and w ork space 
is one of the features which should be noted in 
the study of this plan, since it features a vertical 
layout of unusual excellence. The convenience 
of locating the admifiislmtive offices on the same 
floor with the order departnicnt rather lliap on 
the main service floor is another feature w^hich 
may well be cnnBidered. 

An advantageous feature of this building is 
the placing of the undergradute reading rooma 
on the first flonr. The compactness of general 
armngemenl and the niinimum amount of space 
devoted to corridors and to the entrance lobby 
are good. Plan^ for future additioaa have been 
laid out so that the present structure will key 
into them with the least possible difficulty. 
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NORTHWESTERN HNIVERSITT 

EpaustOK, tUhtois 


Northweslern is u coedueatiojia] university, 
compoiied of severaJ dilTeient colleges—libemi 
art*, oorntneixe and journalism, education, en¬ 
gineering, music and speech, and a graduate 
school—all oti die Evanston campus and served 
by the central library building. 

The Charles Deering Library, designed by 
James Gamble Rogers. Tnc., was completed in 
1932, and cost 81,200,000. In the shape of a 
T, the building faces west, and is constructed 
of stone in a simplified Golbie style. There is 
every evidence that m the planning of this build* 
ing primary cwnsideratioit was given to conven¬ 
ience of arrangement. 

The perfection in detail in the budding is 
sensed as soon as one mounts the few steps from, 
the ground level to the lobby, Altliough the 
coat room is conveniently located on the stair 
landing directly opposite die front door, it is 
concealed and is scareely noticed. 

The bookslack in the rear of the building 
varies in size according to the demands of the 
main floors of the building and ia, therefore, 
quite different from the tower stacks found in 
many large libraries. A part of it adjoining 


the reserved book room is screened off and serves 
as shelving for the closed reserves. On the sec¬ 
ond floor the delivery room is built into the 
true stackroom. 

The main reading room occupies the entire 
west side of the second floor, with a rare book 
room in the nortli, and a browsing room in the 
souibeni pO'rtJon. These two special alcoves are 
separated from the main reading space by 
double-faced, glazed bookcases, The desk of 
the referetice librarian is opposite the doorway 
leading into the stair hall, and is suffidently 
large to provide space for a small enclosed office 
for the attendant and also for fifty-four verticaJ 
file drawers. 

The arrangement of the administrative offices 
and the work rooms is especially commendable. 
Each major division of the library has a con¬ 
veniently located office for its chief, thus pro* 
viding an inconspicuous place for much routine 
work. An economical and unique feature is pro¬ 
vided in the placing of the union catalog in a 
gallery tit the cataloging room. 

Througli an ingenious architectural treatment, 
large area ways treated as sunken gardens, bring 
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natural light into the major portion of 
the rooms located on the ground floor. 
On this floor are four service rooms of 
various sizes, a special reading room 
seating 84 people, staff rooms for men 
and women, a receiving room {located 
directly beneath the work room), and 
a machinery room. 

No description of the Charles Deer- 
ing Library is complete without special 
mention of the sunken gardens. Most 
walla, serving as a podium to the build- 
ing, surround the sunken gardens local* 
ed on the west, south, and north sides 
of the building. These beautifully land¬ 
scaped enclosures serve as outdoor read¬ 
ing rooms with no admission or exit 
except through the library. These spe¬ 
cial features give evidence of thought 
and careful planning on the part of the 
architect, and are a tribute as well to 
the arb'atte imagination of the librarian. 
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u,n..r.ny ./SOUTHERN CALIFORNIA, 

Las Afigeies, California 


Southern Cftlifomia fa a privately endowed, 
Ron-denomitistifinal univeraity with a atudent en* 
roUmeni of about 5,000, 

Its library, erected in 1932, for 31,100.000, 
is a memorjal to Edward L. Doheny, Jr, for 
whom It is named. Designed by Cram and Fer¬ 
guson and Samuel E. Lundcn. Associated Archi¬ 
tects, the building is original in ardiitectural 
design. It is constmcted of brick and stone with 
suggestions of the northern Italian Romanesque 
in its limestone and colored marble trim. The 
buildmg fronts west, and is of the H-typ« in 
general outline. The delivery hall and slack are 
in the center, witli the reading rooms to tlie right 
and administrative offices and departments to 
the left. 

The main entrance to the library is between 
the first and ground fioora. A stairway leads up 
directly into the main delivery hall, 38 feet high, 
which extends from the first through the third 
fiuor. The wing to the right of this hall contains 
the main reading room (131 feet long by 46 
feet wide by 27 feet high, capacity ,30'I readers), 
which receives natural light from the north and 
the south; the periodical reading room with four 
tiers of stacks adjoining; and, between the two 


reading rooms, an informally furnished treasure 
room containiog books for general reading as 
wcU as rare editions. 

The entire left wing houses the administrative 
offices, end is exceptional in iU utility of arrange- 
ment. The librarian's office and the accession 
department adjoin the order work room, while 
the cataloging department is contiguous lo the 
catalog file room and to the stack. All depart¬ 
ments have easy access to the centrally located 
hibliograplucal reference material. However, the 
distance of the accession department from the 
cataloging department makes necessary travers¬ 
ing the entire wing lo catty on the preparation 
of books. 

The main entrance ^otrway leads down to lhe 
reserve delivery hall, which has adjoining, both 
reserved bookatacks and tlie large reading room, 
seating 436. A conveniently located check room 
has accomtnodatiana for 6U0, On the opposite 
side of the stack from the entrance is a cloister 
with enclosed patio. It is this open patio which 
permits northern ligltt to all the main reading 
rooms. 

The second floor contains graduate study 
rooms, seminars, cubtdea, and the educational 
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anti social sciences research reading rooms. 

The cubicles located on both second and third 
Roots are an important fealurCr and once used, 
are found to be at most indispensable. On the 
third floor (tiot shown) there are 4S of these 
cubicles, small rooms (5 feet 6 inches hy 7 feet 
8 inches) for individual study. 

The total seating rapacity of the library, ex- 
elusive of the two mairt reading rooms, includes: 
other reading rooms, 400; .seminars, 100; cubi- 
dies, SO; carrels, 90. 

The basement contains periodical and news¬ 
paper storage space, rest rooms, heating and 
mechanical equipment. In a building of this siee, 
mechanical conveyance is obviously essential to 
efficient operation. This need has been met hy 
the installation of passenger elevators in addition 
to the freight elevator, and an automatic book 
service elevator which serves all nine slack levels. 
There is, likewise, a book conveyor system which 
automatically delivers books between the loan 


desk floor and all stack levels. The main stack, 
now in seven levels, contains approximately 
121.000. Provision has been made for two more 
levels, with a present potential capacity of 
800.000 volumes, and a total eventual capacity 
of 500,000. 

Without accurate knowledge of the actual 
operation of llie administrative portion of the 
building, the number of small rooms seems a 
disadvantage. This layout may not be a Raw, 
however, and has doubtless been determined by 
the general administrative policy of the library. 
To some librarians it is desirable to separate 
the various ftmetions, rather than to provide for 
their intimate coordination. Fixed partitions 
such as these, however, definitely preclude flex¬ 
ibility and rearrangement. 

In general the plans of this building show a 
departmental arrangement similar to that found 
in some of the larger public libraries. 
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WESLEYAN UNIVEaSITY 


Wesleyan University* whose total efirollinent 
h limited to 650* freshmen to 190t is a liberal 
tLTiA college for men. 

Tlie Olin Memorial Library^ designed by 
Henr>^ Bacon and the firm of McKim* Mead* 
and White, was ercded in 1925-27, at a lolal 
cost of $750,000. Pacing south, the building 
ha A four floor levels and a frontage of 163 feet. 

Future stack extension and additional reading 
or work rooms were provided for in ihe origtnal 
plans* as indicated by doited tines on ike has#' 
ment floor plana* During 1930, the central por* 
tion of this extension was constructed* adding 
forty feet to the north of the former stack wiiign 
This extcRsicm increased the library's working 
stack capacity from approximately 230,000 vol¬ 
umes to some 400*000 volumes. While degigned 
primarily to give more book storage apace, this 
addition wilt likewise permit expansion of facil¬ 
ities In other departments of the library^^ 

The entrance |o the building is into the 6pai> 
lous memorial hall* the main architectural 
feature of die interior. Executed in Renaisaanoc 
style, this haJ] h 60 feet tong and 30 feet wide. 


Middletown, Contiecticut 

and has a groined, vaulted ceiling rising through 
two stories. For various reasons it is sometimes 
necessary to provide such a memorml feature 
in a library building. If this can be avoided* 
however, it idiould be. The space devoted to this 
particular ball* for example* could have been 
used much more advanlagecmsly. 

hi ihe west wing of this floor is the Smith 
reading room* used for periodicals and reference 
hooks. It is unfortunate that tliis room has a 
western exposure. The nffice of the reference 
librarian is conveniently located between ihiiS 
room and the stack, but the addition of a con¬ 
necting door into the reference room would 
probably be an improvement. The period leva) 
reading room in the west wing h now tlic office 
of the bibliographical adviser. Administrative 
office anti work rooms are conveniently arranged 
in the east wing of this main service floor* while 
llie cataloging department is given added space 
in the east side uf the main flour stack. 

On the second floor a small room for maps 
and charts has been con verted into a conference 
room. 
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The third floor fnot shown) has been rear¬ 
ranged to contain offices anti a clasa room for 
the Art department, to be used in coimcclion 
with the Davison GallerteSp Two scmiuar rooms 
in the northeast comer of this floor have been 
thrown into one, to provide space for the Wealcy* 
ana collection. The map collection has been 
Irarisferred from the second floor to the seminar 
in the southeast comer of the top floor* 

Tlie large room on the basemeni level has been 


utilized as a reserve reading room. The bindery 
has been moved to larger quarters developed 
espe^ialty for it in the altic of the new stack 
wing, thus leaving a vacancy which provides 
t^pace for a much needed fitafF rodm. 

Floor heights in the building have been e^ftab- 
lishcd at fifteen feet, making it possible for 
every main floor to line up with alternate stack 
levels. 
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costing between $^00^000 and $Goo,ooo 


# 



VTtfpersity 


ARIZONA 


TtiCidtt 


The UnJvet^Uy of Arizona ia a flatp institution 
of some 2,200 students, nffering botli graduate 
and undergraduate courses through its several 
dejuirtinents and colleges. 

The library, designed in modern Renaissance 
style by Lyman and Place in 1927, is a three- 
story, E-shaped building of red, rough-face 
hrick, with terra coUa trim. Facing south, it 
covers a ground area'110 Feet by 195 feet, and, 
completely equipped, cost S-iTS.OOO. 

From the front of ibe buiMing three arched 
doorways lead into the main lobby, to the right 
of which is the rcservetl book room providing 
space for 125 readers. Opening immediately 
from this is an open air reading room, seating 
30 persons,—an allraetive feature permitted by 
the temperate Arizona climate throughout the 
year. To the left of the entrance is a large room 
temporarily assigned to the law library, but to 
be used for additional reserved book space wben 
needed, A lecture room and space for an Arizona 
collection are likewise on the west aide of the 
first floor. There is apparently only one entrance 
to the stack on this level—through the Arizona 
collection room. 

A center stairway leads to the delivery hall 


and main reading room on the second floor. At 
the easlem end of the reference space is a special 
reading room, and at the western side, a periodi¬ 
cal room, which may be extended to utilize the 
entire west wing of the second floor if this should 
prove necessary. 

The major defect of the building has been in 
its lighting, both natural and artificial. It is 
particularly evident on this floor, where the main 
reading room is located with a southern expos¬ 
ure. This position is especially utiforiunatc in 
ibe Arizona climate. The artificial lighting orig¬ 
inally installed did not prove adequate and has 
been supplemetiled in the main reading room, 
but the lighting of the stack, offices and other 
reading rooms is still bad. 

To the left of the loan desk is a room for the 
card catalog file. However, this location proved 
unsatisfactory, and the catalog was moved to 
the wall opposite the main circulation desk l)e- 
tween the doors leading into the main reading 
room. The room originally planned for the cata¬ 
log is now used for office space. To the right of 
the circulation desk are offices and work room-s. 
[n this connection may be noted the convenience 
of having the receiving room in the basement 
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(nol shown) direct] jr benealh the cataloging room 
end connected with it by an electric elevator^ 
The basement alito has space for storage, a fire¬ 
proof vaults and ventilating apparatus. This 
latter, howevert has not yet been installed^ mtd 
It is unfortijfiate not to have a cool trig system in 
ibe warm Arizona climate. 

The bookstack, five tiers in bei^l, bas a stor¬ 
age capacity of 225,000 volumes^ In relation 
to the slack occurs one of the most inconvenient 
features of the entire building. There is no en¬ 
trance into the stack room from the basement 


Tt^NSViUL JfjCTION 


nor from the third floor. To go from th^ 
floor of ihe stack to the basement proper^ tt 
necessary lo take ibe stack elevator lo the third 
stack levetf then enter the cataloging division^ 
and take ihe elevator there down to the basements 
This could have been avoided by providing pass^ 
ageways on either side of the stairways as was 
done on the second floor* Excellent provision has 
been made for fuliire extension of the stack— 
either to the rear or by filling in the vacant 
sections on either side of the stack. 
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ARKANSAS , University of 

Fayetteviile 







The University of Arkansas Is a stale owned 
and ooRtral[ed inRlitutJon with an annual enroll* 
ment of about 2,400 students. 

Ua librar^^ building, de^iigRed by Haralson and 
Nelson, architects,^ with Jamieson and SpearL 
consullanta, cost S447,087 completely fu 
and equipped in 1935. In Renaissance style, me 
exterior of the building is ftnished in Caitbage 
and Indiana limeiatone. 

In general outline the building is T-shaped., 
and faces east. The cross-sectional drawing 
shows the reading rooms tit the front portion 
of the building; stair hail, lobby, and delivery 
room in the center; and the bookstack (six tiers 
m height) in the rear. The three^ lower stack 
levels extend to the front of the building beneath 
the delivery room, increasing the total storage 
capacity to 250^000 volumes. Provisjon has been 
mode for 50 carrels in the stacks Alternate floors 
of the ^^itack line up with the main Roots of the 
building. Th is stack room is especially well 


planned with the elevator and adjoining stairway 
conveniently located with reference to the cir* 
culation desk. Directly behind the latter is the 
hook conveyor* 

museum room h located m the east 
basement floor (not shown), with 

--, - toilets, and some work space 

occupying the remainder of the floor* 

The general layout of the first floor h obvious. 
In addition lo the library facilttiest this door 
contains oflices for the administrative fitaff of 
the university^ 

On the second floor across the entire front of 
the building is the main reading and reference 
room (38 feet by 175 feet), providing aeatmg 
space for 280 readers. The delivery hall, located 
between the stair hall and the bookslack, seems 
rather widCt making a considerable distance from 
the desk of the reference tihrarjan to the stack* 
The administrative and preparations divisions of 
the library staff are located on the main service 
immcndahle urrangcotent. 


OE.CTIOW 

CEL0^5 




^ 4 n I 

























































52 


COLLEGE and UNIVERSITY LIBRARY BUlLDiNGS 































































ATLANTA UNIVERSITY 

Atlanta, Gt^rgia 

Atlanta UnivcrRity Is a cotiducatloital fnsti- 
iition for Negroes wtlli aSiliatert colleges: More¬ 
house for men* and Spelman for women. 

Tlie library building, designed by James 
Gamble Rogers, Inc., and erected in 1932 for 
3300,000 including fumilure and et|ufpinent, is 
constructed of rough-textured brick with lime¬ 
stone trim in modified Classic design. In general 
outline the structure is T-shaped, four stories in 
height, with the boolcstack placed at one side 
of the main entrance corridor. The building is 
so located that all reading rooms face north. 

A study of the floor plans gives evidence that 
the architect combined to a rare degree the func¬ 
tions of a library with beauty of design to 
produce an harmonious and well developed 
whole. 

TTie careful tiiougbt and planning which have 
gone into the general layout of this building is 
apparent in the convenience of floor arrangement 
and in the minimum amount of space devoted to 
corridors. The main central hallway extends the 
width of tlie building and permits entrance from 
the street as well as from the campus. It like¬ 
wise alfords access to either the periodical room 
or the reserved book reading room without un¬ 
necessary traffic Uirbugh the building. 

The proximity of the delivery hall, stack, ami 
reading room is an interesting feature of admini¬ 
stration here in that one attendant can, at slack 


periods, attend to the circulation work and at 
the same lime supervise the reference room. 

A notable feature of the basement is a large 
exhibition hall located on the north side of the 
building, where it secures natural light from 
areas surrounded by moat walls. Receiving 
room, unpacking and storage space are logically 
placed. Staff accommodations are unusually 
well planned for comfort and convenience. 

From the section drawing ft can be seen that 
the floor levels of alternate tiers of the slack line 
up with the main floor tevets. Deviating from 
the usual central location in most buildings, the 
stack here occupies the southwest section of the 
building. The third floor plan shows the portion 
(now used for additional classroom space), 
which can be provided with liyo additional tiers 
of stacks. When completely equipped, the stack 
will have a capacity of about ISO,000 volumes. 
Particular thought was taken to provide means 
nf enlarging the building if later development 
should necessitate this. Extension of the stack 
room can be made to the w^esl, while an extra 
wing can be added likewise on the east side. 
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DREW UNIVERSITY 


Drew Uaivef»tty consists of Brother^ College, 
open only to mvt», and a theological seminary, 
open to both men and women. Its total enroU- 
menl in all departmenls in about 400. 

Plans for the library building were drawn 
by Charles Z. Klauder, and construction was 
completed in 1938. Completely furnished and 
equipped, it cost approximately $600,000. De¬ 
signed in Colonial style of architecture, it is 
constructed chieHy of brick. The building has 
a northeastern exposute. 

The entrance to the building leads into a 
spacious delivery hall, whidi contains the main 
charging desk, the card catalog, consultation 
tables, and exhibition cases. The bookstack, six 
tiers in height, occupies the rear central portion 
of the building, and has a capacity of 400,000 
volumes. There are 81 carrels in the stack, 6? 
for students and 14 for faculty, llie librarian 
writes that the periodical room may be used 
as a conferenre room if this proves desirable. 
In this event the periodicals will be shelved In 
the north end of the main reading room. It is 
unfortunate in this plan lliat there is not a direct 


MadisQtti New Jersey 

entrance from the lobby into the librarian's office 
and work rooms. 

The approach to the second floor is by two 
stairways—one on either side of the liookstack. 
On this floor the stair landing Is completely 
enclosed so that a great deal of noise is prevented 
from penetrating to the reading and browsing 
rooms. Across die north side of this floor is 
a large, informally furnished browsing room, 
with a capacity for 60 readers. The Cornell and 
Baldwin rooms, each having a seating capacity 
for 66 readers, contain the reserved book coU 
lection for the seminary and for the college- 
Considerable traffic through the building could 
have been eliminated if the reserved book rooms 
had l>een placed on the entrance floor. 

The third floor (not shown) contains a special 
collections room, a line arts study, a typing room, 
and ten rooms to be used by research workers. 

The acquisition and bibliography room on the 
ground floor are at an iitconvenieni distance from 
the offices and work rooms. A staff lounge, and 
a smoking lounge for the students, are commend¬ 
able features. 
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ELMIRA COLLEGE 


Elmira, York 

Etmira is s privately endovredt liberal arts 
college for women with an enrollment of some 
300 Students. 

The four story, L>£haped library building, 
designed by Coolidge, Shepley, Buliutch and 
Abbott, with Pierce and Bickford as Associate 
Architects, is in English Collegiate Gothic style. 
Constructed of Flemish bond brick trimmed with 
Indiana limestone, ib cost was $.339,000, com¬ 
pletely equipped and furnished. U was opened 
in June, 1927, 

The main entrance to the building is the 


east aide; however, the entrance on the south 
side is the one most frequently used. This seo 
ondary entrance leads through a vestibule into 
the main reading room, which seats 100 persons, 
A large Hieptaoe at the west end of the room 
IS surrounded by comfortable chairs arranged 
informally, A window seat in a deep bay like* 
wise contributes to the desired atmosphere. Hie 
east, or main entrance, leads into a corridor from 
which one may enter the work rooms or the 
reading room. The circulation desk lies between 
the catalog room and the main reading room. 
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The librarian's office and catalogitig rcKim are 
in the northeast comer of thts floor* In the south¬ 
east comer are located the history room shelving 
some 7,000 voiumeSt and the bound periodical 
room with the same amount of ^elf space, 

A stairway in the center of the building leads 
to the second floor where are located two semi* 
nars and four smaller study rooms. The third 
floor (not sdiowii) ooiitaifiing the same amount 
of space^ has two class rooms^ and a musetun 
roorn^ 

On the ground floor is located another reading 
room of ihe same size as the memorial reading 
room^ a classroom, storage space for news¬ 


papers, unpacking room^ toilets* and room for 
the Romani^ language collection. 

In this building there are a number of stnall 
reading rooms with some segregation of llie book 
collection along departmental lines. In most 
libraries, this arrangement is not convenient and 
makes the building expensive to administer. The 
system as used at Elmira, however, has proved 
quite satisfactory in developing an informal 
atmosphere and in encouraging Scholarships 
However, the fact that there b no deflriite slack 
space may prove inconvenient if any decided 
expansion proves necessary. 



ELMIRA COLLEGE LIBRARY. ELMIRA. N. Y, 
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Emory is a priv^ilely coniroll^t dcooniina' 
tiomtl university for men and f^'dmen, offering 
undergraduale and graduate work to some KlOO 
Mudents. 

The firel unii of ihe combined library and 
admiJiEstratlon building was campleled in 1926 
at a cost of $400,000, with plans for future ex¬ 
tension at ail ultimate expenditure of SUOOO^OOO^ 
It was designed by Edward Tilton, with Ivey 
and Crook* Associate Architects. The building 
is rectangular in general outline^ covering o 
ground area 170 feet by 75 feel* and rising three 
stories above tbe basement. The arcbitecture is 
Italian Renaissance to harmoniaEe with existing 
buildings on llie campus. Tbe exterior of the 
building is faced wilb white, grey^ and pink 
marble* 

Tbe entrance leads into a hall where exhibit 
cases have been placed for library displays. 
A large room to the left of the entrance hall 
houses the mufteum- To the ri^t are the uni¬ 
versity administrative oiheea. Tlie bookatackt 
placed beneath the reading room, is located in 
the rear central portion of the building. Tliis 
unusual feature is found in public libraries but 
rarely advocated for college libraries^ since il 
necessitates the use of stairs for all book de!iv* 
cries. 

Facilities in the basement which pertain to 
die operatiott of the library proper include* in 


EMORY UNIVERSITY 

Atlantaf Georgia 

addition to the book^tacL, a receiving roonu. a 
room for multigraphing. and five Judies for 
faculty members doing research work. The stack 
is three tiers in height, with a storage capacity 
of 300,000 volumes. Forty-nine carrels have 
been placed along the window walls of the stuck- 

The stairway from the entrance halt leads 
direiTtly into the delivery room, where the charg¬ 
ing desk is located. This is so placed between 
the reading room and the delivery hall that an 
attendant not only lakes care of the loan wort, 
hut at the same time supervises the reference 
room. This arrangement makes the reading room 
very noisy. 

The main reading room (40 feci by 123 feel, 
exclusive of alcoves) seats 208 readers. At one 
end of the room, there is a large alcove with 
special shelving for several hundred periodicals. 
At the opposite end, a simitar alcove provides 
space for the reserved hook collection. The 
lighting of this room is poot^ in spite of its 
eastern exposure. The windows are small and 
even uddittonal artificial lighting ia not ade* 
quale. 

The mezzanine fioor provides space for the 
library school, with two classrooms, a study hall, 
eevera] offices for faculty and a secretary, and 
a room for housing the Joel Chandler Harris 
collection. 
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KANSAS I Ut^ii^ersity of 

La wren 

Tlie Unlver^iLy of Kansas is a coeducational 
slate iristhitljon with an annua! enrollmeni of 
about 5^000 students. 

The Watson Library was buiEt in 1924 at a 
cost of about $313^079, inctudlng cfjujpmenl and 
rtf miturc. It was designed by George L. Gbandier 
in Collegiate Cotbie style of architecture, and is 
constructed of Indiana limestone. The building 
la T-shaped, faces nortli, and h so arranged 
that all of the reading rooms can beneFit from 
iiDrlliem lighting. 

The plans reproduced here may not be abso- 
lutety accurate in all details, but they are as 
nearly so as any on file in the university, and 
outline tlic salient features. 

Ill this budding ia found the popular arrange^ 
tneiil of a central entrance Banked by reading 
rooms, and a staclc section, six tiers in height, 
adjoining ihe rear center poniem of the building. 
Adjacent to the educalional reading room is a 
bookstack for the reserved books in this de* 
partment. 

The second is ihe m^in delivery floor» with 
iJjc delivery desk so placed lliat the attendant 
can easily supervise the two slack etitronces. The 
card catalog in the deliver)^ corridor* but 
according to its tocatioo on these plans, is too 
far f rom the eirculatiuii dt^k lo be as convenient 


as it miglit be- 

There are four fight eotiris—iwo extending 
tlirough ihc entire depth of the buildings Tliese 
two are located one on either side of the main 
frtairway. The other two extend merely through 
the third floor* one to give light over the desk 
of the reference tibrarian, ihe other over die 
main delivery desk, h has l>een found that two 
of these might eiisily be eliminated without any 
loss^ white the other two add very little, either 
to the tigblmg or lo the ventilation- Qinsidera- 
tion in this particular building has !>cen given 
lo extending each llcwr level through the space 
now" used by the courts. 

In this connectioru and since Lhi» butldmg 
empJifies an unsuccessful attempi lo furnish light 
by means of lithl courts, it may lie poinie<t out 
that they are, in mo?l cases, entirely inadequate 
lo accomplish die purpose for which they were 
intended* Tlie space devoted lo them rnigli! be 
used to much greater advantage for floor space. 

From a study of the floor plans there seems 
to be no justification for the large amoum of 
space devoted to corridors on till the floors. As 
die budding becomes crowdeil this spiiee will 
unduubtediy be ntilixed to greater advantage 
than it now is. 
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OHIO UNIVEBSITY 


Ohio Univen^ily is a coeducational, state con* 
trolled tnatilution comprising a college of arts 
and scjenees, college of education, and univer¬ 
sity college. Its total enrollment is about 2,500, 

The Edwin Watts Clmhb Library, For which 
tlie state appropriated $350,000, was dedicated 
in 1931. h is Georgian in general style of ardii* 
lecture^ built of brick and Indiana limestone. 
Designed by James William Thomas of Qeve- 
latid, the building is rectangular m shape, and 
faces east. 

The bockstack^ located in the rear center por* 
tion of the building, t^ six tiers in height and has 
a capacity of 250*000 vulumcs. 

Ttie main reading room occupies the north 
Side of the entrance floor of ihc building, white 
on the south side are the librarian's office, a 
library science room, and the cataloging room, 
convenientiy located with direct entrance into 
the !^Eack. At the left of the entrance corridor 


is the reser%'ed book room, and to the right the 
periodical room. Each of these rooms contains 
about 900 square feet. The third stack le^vel is 
CO incident with this floor level. Tl^e arrangemcni 
of this floor plan is partiatlarly commendable 
in its grouping of the service rooms. The space 
allotted for the various services is entirely in¬ 
adequate, however, when the student enrollment 
h considered. The seating capacily of the re* 
served book room, for example, w^ould* judging 
from its dimensions, be only about 40 peraonSt 
a smalt number compared widi a po^ible total 
of 2,500 readers* 

The building is compact and conveniently 
planned. However, tbere $eem to be too many 
rooms for the sxz^ of the building, li is said 
to have a seating capacity of 600 students. Ade¬ 
quate provision Ims been made for book storage, 
but It h doubtful if sufficient space ha^^ been 
allowed for readers. 
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University 


./OREGON 

Eugene 


The Universiiy of Oregon h a siaie owned 
and controlled institution for mefi and wromeifv 
with an aveTage eJiroUmcnt of 3^000. 

The library buifding, dedicated in the fait of 
1937^ emi about 3^485*000 completely fumlehed- 
Designed in modified Loiuhardie type of archi¬ 
tecture by Lawrence, Holford^ and Allyn, it is 
constructed of reinforced coneretCt faced with 
Willamina (Oregon) brick. The general outline 
of the building is that of a modtfietl T, the center 
portion Hanked with wings on the lower two 
floors* One or two floors may be added to these 
wing^ later if desired* To avoid convergence 
of traffic in the circulation lobbyT the building 
(facing north) has tw'o main entrances on the 
same fac5c. 

In the east wing on the fir^l floor are placed 
two reserve reading rooms with a special reserve 
slack serving both rooms. The larger room seats 
157 students at individual desks* and the smaller 
seats 100 siudenls in chairs with writing atfus. 
Except in universities where the reserve collec¬ 
tion is ufiusuatly Urge it seems advisable to 
have only one room for this service, in order 
to make supervision as simple as possible. At 
Oregoitt however, both reading rooms are super¬ 


vised from the reserve desk» and lliere is no 
attendant in either of the reading rooms. 

In the southW'cst comer of this Floor are the 
office of ihe librarian and the work rooms, the 
Utter adjacent to the book^tack and to the space 
reserved for the public card catalog* in most 
libraries the catalog is in tbe circuUtiun lobby, 
where space is not so definitely limited- Here, 
however, when the room now provided Is out¬ 
grown, it will be iieoessary lo remove the par¬ 
tition or to extend tlie catalog into the delivery 
lobby. A great many librarians find it more 
convenient to have cataloging and order depart¬ 
ments ill the same room w'Jthout dividing par¬ 
titions* In the northwest oomer is a combined 
reference and period teal room which has three 
levels of stacks adjoining it to shelve the more 
frequently u&ed bound periodicals. This room^ 
seating 120» seems unusually small for a unlver^ 
ftily of this flbce. Between the two enlranceft, in 
the front of the building, is ihe browsing room* 
attractively fumishc!d for recrealiortsl reading. 

The third floor (not shown) contains a grad¬ 
uate reading room^ a seminar room adjoining 
a room for library classes* and sixteen studies 
for faculty members. 
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TEMPLE UNIVERSITY 

Phitadeif^hia, Pefnisyivania 

Temple h a coeducationat, privately controlled 
m^tilutton receiving state aid. It has an ciirolU 
metit of some 5^200 students. 

The Sullivan Memoria) Library is a Collegiate 
Cothie building of Chestnut Hill stone with 
Indiana limestone trim. It was opened in 1936. 
Completely ecfuipped, its cost was S-l 50,000, 
the ar chi led being H* Lee* The general out- 
line of the four story sirticture h that of a 
rectangle facing norths with all tnaiii reading 
rooms having as much Jiontieni light as possible. 

The building is of nece$$ity of the compact^ 
city-type* This is an urhan university where 
ground space is at a premium. The building 
h placed in a comer close to two city streets 
where there to W no possibiltiy of expan¬ 

sion, except verticallyt which prcsuppo^ struc¬ 
tural reinforc^emejit in the original building. 

Since the first floor is nine feet above grade 


kveh the main entrance Icad^ into iUe vestibule 
and up a flight of stairs to the lobby. A com* 
merce reading room and the periodical reading 
roDint each sealing 90, are on this floor. 

The cataloging room, on the second floor, has 
a ^mall balcony to house bibliograpliical aids* 
Offices and work rooms are conveniently placed 
in relation to the chief center of library service 
and in relation to the bookstack. Pneumatic tulie 
syt^tem^ electric signals, book Ufl^ elevator, and 
stack stairway link the workers at the circulation 
desk with the various slack levels and provide 
a well worked out, time saving communication 
system. 

The ground floori, six feet below grade leveL 
contains die reserved booh roum. This extends 
the entire length of the building on the east side^ 
and furnishes space for 232 readers* The hooks 
are shelved in un adjacent alcove and received 
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at a diar|iRg desk located in the center at the 
west side of the room. A meauanine floor eon* 
tains the receiving room which is conveniently 
located for unloading matcriais from trucks. 

The use of a comer of the building for the 
bookstack is unusual and rarely meets the ap¬ 
proval of the librarian because of the fact that 
it is not equally accessible to all departments 
of the library. The stack extends eight tiers in 
height, and has a capacity of 250,000 volumes. 
At present the upper tier of the slarii has not 
been equipped, but is divided into three rooms, 
the Target of which is used as a bindery. Carrels 
are located along the west window walls of the 
slack, and one floor level contains three small 
rooms available for faculty members engaged 
in research. The elevator with two exits has been 
located so as to be entered at all stack levels 
as welt as on the main floor. 

The building is air-conditioned throughout. A 
convenient feature is a built-in vacuum cleaning 
system, with several outlets. Caution has been 
taken for the prevention of noise by acoustical 
treatment of the ceilings. 
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The University of Vish is a coeducatiorLol state 
Institution with some 3^600 students. 

The tibrnry buildings dedicated in December^ 
1936, IS of modem Gassie design, carried out m 
artificial stone^ a combinaliort of nauve itmrbEe 
and cemenL Tfie designers, Ashton and Evans^ 
located the building to face north on a site sloped 
so a% to atford an additional story at the west 
end. The ground area covered is approximately 
24^000 square feet. Its cost, complete with equip- 
ment and landscaping, was $509,^000. 

On the first floor there ate two large reserve 
reading rooms with eastern exposure^ Providi^tg 
for this service on the ground floor level is n 
commend able feature. The present arrangement 
of the two rooms can aocommodale 336 readers. 
The reserved book desk is in the corridor. With 
this arrangement it seems that additional super¬ 
vision would he necessary. 

The majority of ^pace on the second floor is 
taken up by the reference room (^16 feet by 192 
feet)^ which Kas a sealing capacity of 348, At 
the east end of this adjoining the reference 
room^ is the periodical room, tlnfortunately no 
entrance was provided from this room into the 
staclu At the west caid of tlie floor are the admin¬ 
istrative offices and pTeparations division. The 
proximity of these oHices to the stack ts always 
commendable^ 

On the third floor (not sliown) are twelve indi¬ 
vidual studies (9 feet by 5 feet)^ five semi^ 

iifT 


Un/v^rsity of UTAH 

Salt Lake City 

narst a graduate reading room, and a memorial 
library. The latter contains hooks on econumics, 
history I political science and socTology* 

Because of the slope of the ground, only (he 
west end of the basemenl (not sliown) has natural 
light. In the northwesi corner is the engineering 
library I with reading room seating 54, and a 
separate alack room with a capacity of 17,000 
volumes. A receiving room, itie university press^ 
spac^ for mechanical equipment and storage are 
also in the basement fioort 

The booksiflckt four tiers In height, has a ca* 
parity of 300,000 volumes and contains 57 
carrek. Two additional tiers may be added 
later by raising the roof* if more space is needed. 
The building provides a total seating capecily 
for 1,200. TlTiile complete in itself, the build¬ 
ing IS capable of ex[>ansion to the south. 

With its convetiietitly located reserved book 
room on the entrance floor* with its adequate 
provision for graduate as well as undergraduate 
students, with its possibilities for expansion, this 
building ha$ been designed to meel the present 
and future needs of the institution which it 
serves. TLAH/VLIL/L SECTION 
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BUIIDINGS costing less than $^00^000 




AGNES SCOTT COLLEGE 


Agnesi Scolt is a privalely cdntroKed, liberal 
Bils» undergraduate college for women, with an 
enrottmenl of 500 students. 

The library building, designed by Edwards 
and Sayward, Architects, with R. B, Logan, A#* 
sociate, was erected and completely equipped in 
1936 at a ctwl of $230,000. Constructed of brick 
and Indiana limestone, it is modem Gothic in 
ancbttechiral style. Tlie Itbrary is L-shapcd, one 
wing being two stories in height, while the other 
is divided into four lereU. Tlie location of the 
building, facing north, provides the two reading 
room.s with the best possible natural lighting. 

The entrance to die building leads into the 
lobby on the first floor, and is just opposite the 
eirciiltitioii desk. Adjacent to the lobby is the 
reading and reference room which has a sealing 
capacity of 110 persons. A large, well-lighted 
work r04>ni, conveniently located on this floor 
adjacent to the bonkstack. is likewise contiguous 
to the public catalog room. Entrance to the stack 
is so situated that it can be supervised by the loan 
desk attendant, who at the same time supervises 
the main reading room. The chief criticism to 
lie made of this floor arrangement is the distance 


Decatur, Georgia 

of the librarian’s office from the work room. 

The top or attic floor (not shown) contains 
space for the ventilating machinery, storage, and 
a large room for exhibitions. 

The tntal sealing capacity of the building is 
Bl present 350, Without crowding this can be 
increased to 400. 

From the section drawing it can be seen that 
the ground floor is entirely above grade level. 
The book.’itack, conveniently located in the inter¬ 
nal angle of the building (not shown in this long¬ 
itudinal section) is six tiers in height and has 
an ultimate working capacity of 100,000 vol¬ 
umes. For the present only three of these tiers 
are supplied with shelving. When completely 
equipped, they will likewise contain sixty-six 
carrels located along the tW‘o window walls. The 
floors of alternate stack tiers line up with the 
main building floors, making entrance convenient 
on several levels. 

The reading terrace is a special feature per¬ 
mitted by tern pc rate .Atlanta winters, and is 
located to benefit from a sunny southern expos¬ 
ure. It is reached from the reference room by 
an attractive stone staircase. (The accompanying 










photugrapli likewise shows in the background 
ihe outside appearance of the stack section.) 
The building might l>e criticized lierause 


supervision is from the end of each of the large 
reference rooms. This has not proved unsatis¬ 
factory in this particular institution. 


















































































ALBION COLLEGE Albion, Michigan 


Albion ba coeducationiiL privatd)^ conlroUt^t 
liberal arts colle^ with an enrc^ItmeTil of iibfjut 
700 ^udcnt5. 

The Stock well Meninrial Library was deRignerl 
by Charles Z. Kloudet^ and Frank E* Dearit 
Associale Archftet^t* in early uiiicteenth century 
Anierican style of artliitecture sbowiiig NeO'Cret? 
influence. The building was erected in 1937*38 
and eoinpletely equipped, eosi $275,000. This 
rectangular buildingt conslmeted of brtek with 
sandstone trim* face^ south. 

From the section drawing it (should be noted 


that the arcliilect very wisely used fifleen fool 
ceiling heights in the various reading rcM>tns* thus 
making tt possilile for allemate stack decks to 
line tip with main floor levels. 

TTie main reading rooin (sealing 96) is in 
the right wing of the enlrancse floor, and in ihe 
lefi wing are the main stairway, a periodical 
room (seating 56)* the librarian's office* and 
cataloging room conveniently adjacent to the 
»tack. It seems rather unfortunate that ihe main 
eiilraiicc into the labrarian^s office is through the 
periodfcal riHim^ rother than directly from the 
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dettveiy Imll. There k an tin usual tfeaiment of 
columns in the main ri '' 


grouping of admmistraiive oHices and the loca¬ 
tion of the reading roonij^ both of which arc 
CMellcnt. 

^S^^ECTIOK 


eadtng room, probably 
occasioned by the fact lltat this room is somewhat 
wider than the room inimedtateiy above it. 

The rear central portion of the building con¬ 
tains the bookstack, six tiers in height, with a 
storage capacity of 135,000 volumes. Carrels 
have been placed along the window wall. V 

Entrances into the stadc have been provided "T 
nil the ground floor from the reserved book roora, H 
and from the receiving room. A Eiook lift con- J 
necLs the cataloging room with the receiving 4 
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BENNETT COLLEGE 


Benneit College is a privately controlled lilwral 
arts college for Negro wfomen, with an enroll¬ 
ment of some 300 students. 

Plana for the new library building were drawn 
by Odis Clay Poundtrtone, and the building was 
completed early in 1939. It is a two slory^ 
T-shaped structure of brick, with limestone trim* 
Including equipment and furnishings, it cost 
8100,000, [1 has an eastern exposure, provid¬ 
ing natural noribem lighting for the main read¬ 
ing room. 

.^s shown in the plans, the entrance to tlie 
building leads through a vestibule into the deliv¬ 
ery room with the charging desk so placed that 
one attendant can supervise the entire floor dur¬ 
ing slack periods. The main reading room, with 
seating capacity for 92 readers, occupies the 
entire north side of the floor. Provision is made 
here for sliclving the reference colleeiion. The 


Greensboro, North Carolina 

reserved book room, sealing 57, occupies a part 
of the south side of this floor, with the com¬ 
pactly arranged staff" quarters located adjacent, 
und with convenient access to the stack. The 
office of the librarian opens into the cataloging 
room and into the staff lounge. The bookstack, 
located in the center of the west side of tlie 
building and adjacent to the reading room, is 
four tiers in height, with a storage capacity for 
45,000 volumes. 

The northern part of the basement floor pro¬ 
vides space for two class rooms. If it proves 
necessary these can be oonvcrieci into a reading 
room later. A receiving and unpacking room 
with an outside entrance occupies the southern 
comer of this floor. This is an excellent example 
of a compact plan—inexpensive in construction 
becauBe of the straight walls, and requiring a 
minimum staff for stiperviaion. 
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Bluff ton College is a coeducational, privately 
controlled, liberal arts college with an cnroliment 
of 200 students. 

The Mussetman Library, designed by Thomas 
McLauglilin and AMociates, was erected and 
equipped for $60,600, in 1920-30. Facing north¬ 
east, the two story building is In Colonial style 
of architecture, constructed of brick, with en¬ 
trance portals, keystones, and trimmings laid 
in Georgia marble. Tlie T-shape of the building 
permits future expansion by tile cmiatnictiort 
of wings on either side and at the rear. 

On the second floor iIk reading room, pro¬ 
viding space for 96 readers, occupies the entire 


6LUFFT0N COLLEGE 

Bluf/torif Ohio 

front of the building. The circulation de^k is 
m placed that the attendant cj:iri at the mme 
time supervise the reading room and the stack 
entrance. There is also space on diia fltwir for 
the card caJalog^ and a combined office and 
work room^ which has proved too smalL 
Above the baYemeni is llie bookstack* three 
tiers in height^ with a stotage capacity of 30,000 
volumes. When additional space is needed,^ 
these can lie e?itended to ihe rear. The level 
of the second tier of the slack la coincident w^ilh 
the second floor level* 

This building is easily administered and quite 
well planned to serve a small college. 
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COE COLLEGE 

Cedar RapidSf [&wa 

wa]r« The delivery de^k \& tna IcMsited that mie 
attendant cati supervise both periodical and read¬ 
ing roorn^ al the game time controllmg the 
entranI^a to iht stacks. 

The delivery hiill h lofty and fine, bul in 
gttch a compact biiLldlzig a lower room would 
have allowed added space cm tlie second floor, 
with the sacrifice, however, of an architiTCtural 
feature. In the hall the tw'o actions of the 
catalog are placed one on etlher side of ihe loan 
desk. Also in this vealibiile are display iKiok- 
cases, bulletin boarfls^ and tables and chairs for 
tlie casual reader and for those students desiring 
to converse and study togelhen 

The main reading room seals 106 readers* 
The reference colleclion is shelved here. A pleas¬ 
ing feature of the room ts the bakony reaclied. 
by a circular siairway. Such a siair is usually 


Coo College is a privately controlled^ cf^edu- 
calionHl in^$titu^ion with about 650 atudciits. 

The Stewart Memorial Library, constructed 
m 1930-31 for $200,000 completely equipped 
and furnished, was dtrsigne*! by Graham, An¬ 
derson, Probst and While of Chicago. 

In general outline (be building is T*sbaped. 
Its Georgian arehileclure h carried out in red 
brick with timeslone trim. It is said to be so 
designed that it can easily be enlarged if future 
demands require^ The building faces south, 
thereby giving the main reading room an eastern 
exposure. 

This is 041 excellent example of a standard 
type building. All iicLivtlies radiate from Urn 
delivery hall and easy access is afforded stack 
and work rooms as well as reading rtioms with¬ 
out the neeessitv of using any room as a passage 
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an abomiruliofi In a library, btil in this coiie 
ii sfrcms to be admi<i£tb]e. Tbe periodical room 
proviitea apace for 29 readera. 

The grouping of the administrative office and 
work rooms near the stack is a good feature. 
The receiving room is in the basement tmme^ 
diately below the cataloging room, the two being 
connected by a book lift. The public stairs are 
conveniently placed to alTord ready passage from 
one floor to the other and to the staff quarters 
on the second floor. 

A stairway in the delivery hall, adjacent to 


the main reading room, leads to the basement 
floor, where the reserved book room, seating 80, 
is located. This baa the same dimensions as the 
main reading room directly above. However, 
stacks in one comer of the room, shelving the 
reserved book collection, decrease the seating 
capacity. 

The hookstack, five tiers in height, has a stor* 
age capacity of 14^1,000 volumes, and is pro¬ 
vided with carrels and private studies along the 
nortii window wall. This wall is constructed to 
permit future expansion when necessary. 
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DAYTON UNIVERSITY 


Dayton^ Ohi<y 

Tlic University uf Dayton h a privately con* 
trolled, coeducational ^ool with an enrollment 
of about 600 studenta^ 

The Victor Einmariuel Memorial lllirary liuild' 
ing, designed by Howard W. Cermann^ 
erected in 1928- The main part of iJie T-sihajied 
budding three ^totie;^ high* and the ^lack 
room, ideated In the rear central portion, lias 
five tiers. 

The idiape of the stack room is itself thaJ of 


a small T. Unfortunately* however* the stairways 
on each side of ihc istack which cause lU iinusual 
ouliine prevent dircfi access to itic work room. 

The main reading room scabs about 60 per¬ 
sons and llie magazine 35. Tlie sealing 

capacity of this building seemfi too small for 
the re]>orled enroJlmriil of the inslitution^ 

The basement floor contains receiving room* 
storage space, and toitets. A large lecture room 
occupreft ihc third floor. 
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DENISON UNIVERSITY, 

Grant^ifie, Obi& 


Deni^ji Is a privately controlled^ coeduca¬ 
tional universUy with an enroUmenl of about 
90t) students. 

The William Howard Doane library buildings 
designed in 1936*37 by William Gehron, h a 
T-diaped structure^ covering a ground space 89 
feel by 68 feet* Architeclurally» it follows the 
Georgian atylot and is constructed of brick with 
limestone idm* The total cost, including equip¬ 
ment and furniture, was $250t000^ 

Tlie standard relationship of delivery lobby 
and stack is modified somewhat in this plan. 
A long connecting corridor hetween the two is 
flanked on one side by the stack stairs and coat 
room* and on ihe odier by the card catalog 
aicove, the eJevalort and the book conveyor* 
There is an unusually large amount of working 
space behind the delivery desk. While excellent 
in itself, this space* combined with the long cor¬ 
ridor, nece^itates a lengthy trip for a hook 
from shelf to reader even on the main floor* 


The reserved book reading room on the main 
floor (23 feel by 53 feet) accommodates 61 
readers and the reference room (23 feet by 39 
feet) persons. Tliese figures allow but 20 
square ftiiet per reader* which is nol suflicient 
space for college studenis* 

The cataloging room h unusual in two re* 
spects. Ii has a meiHanine floor, aniJ it open^ 
directly into thi^ public catalog alcove- A con^ 
vcnient treatment for this particular arrange- 
nitni is a Imok lift connecting the cataloging 
room with the repair and receiving sections in 
the basement below* 

Two stairways lead from tlia lobby Iq the 
second floofi where are located two rooms of 
e<]Ua] Size (23 feet by 36 feet) on apposite sides 
of the building. Each room seals 40 readers. 
Other space includes a seminar^ browsing and 
Deniwniana rooms, and Itbrarian^a office. In 
most cases such separation of the lihrariaitV 
oflice from the work rooms is highly inconven- 
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lent. With four &matl foading rixnos on two 
floors, this biitlijing eannol be economically ad¬ 
ministered^ and it if doubtful if even the four 
rooms provide suffieJenl sjiace for readers. An¬ 
other criticism of the building is that soundproof¬ 
ing material has nol t>eefi used. 

The liasement plan shows that the terrain 
slopes toward the rear and left of the building, 
permitting the architect to utilize all available 
area for well lighted rooms. There U here a 
cnmpact arrangement of repair, receiving, stor- 
age, stair rooms, seminara, as well as of space 
devoted to mechanical equipment, janitor^s room 
and toilets. 

The bookstack in the rear of the btiilding is 
seven tiers in height and has a stontge capacity 


of 230^000 volumes. TTie seventh tier fumishes 
an unu!iua1 feature in tliat it occupies the entire 
top door of the building. The practical inability 
in most cases to furnish sufficienl support for 
the weight of more than one tier of books except 
in ihe specialized construction of the regular 
stack section accounts for the infrequency of this 
arrangement. The third tier of the fitack [tues 
up with the flrsl floor level. The fact that the 
main floors do not coincide with stack floors 
makes connection hy ramps necessary, as is 
shown in the cross section where the basement 
floor level is joined with the first stack deck 
and the second floor level with the fifth tier of 
stacks. TItis is obviously incoovenientp 
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DRAKE UNIVERSITY 


Des AioineSf l&wa 

Drak^, a cDeducational, privately coni rolled 
institution^ has an enroUment of some 14(W 
sludeiilj^. 

The library* ihe gift of Mr. and Mrs, Gardner 
Cowles^ designed by Proudfoot^ Rawson^ Brooks 
and Borg and erected in 1937-3S^ h a three 
story rectangular structure in Georgian design. 
Constructed of brick with Indiana limestone* it 
cost $200,000, completely furnished and equip¬ 
ped. Tlic building faces souths with overall 
dimensjons 97 feel by 104 feel- 

To the right of the entrance vestibule and 
lobby is the periudical and study room^ seating 
72 readers* with the reserved book room* seating 
112 readers^ to tlic left. A smalt space off the 
main stack room is set aside for the reserved 
book cotieetJon, It seems unfortunate tliut there 
is no direct entrance from the periodical room 
into the bookiilacki ^^hkh b located in the north 
portion of tlie buildings 

The $taek, five tiers in height* has a storage 
capacity of 150*000 volumes. Transparent glass 
bricks have Iteeu used instead of windows in 
the north side of the slack wulL Tliesc give good 
natural light for the carrels whidi have been 


placed along lhii4 wall* ^inJ* 41 tlip same time^ 
prevent smoke and dirt from entering the stack 
chamber. An air condtlioning system has been 
installed in the book&lacL. 

The stairway in the center portion of the 
building leads directly into the delivery room 
oil the second floor, an arratigemeut which ia 
likely to prove noisy. The circulation desk here 
ad join A the bcwkslack. There i$ a question as 
10 whether the one entrance to the stack will 
prove adequate for attendants, faculty* and stu¬ 
dents, although the slack is closed to students 
in generaU The reference reading room on the 
south side of the building has a waling capacity 
of 132, 

Administrative office and work rooms are lo¬ 
cated in Ihe northwest comer of the building 
with the librarian's office opening conveniently 
into the reference room as well as into the deliv* 
cry room. A conference room opening off the 
delivery room is a commendable feature* aa is 
also the staff room with entrance from the book- 
stack. 

The basement floor (not shown) contains rest 
rooms, toilets* and storage space. 
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FRANKLIN and MARSHALL COLLEGE 

Lancaster, Pennsyivan/a 


Franklin and Marshall h a priYalely cofi- 
trcilletl, coeducational^ liberal arts college, itfilh 
an etirollment of about 800 students. 

Tlje FackenlKal Library was designed by W. 
H. Lee of Philadelphia in the Georgian style 
of architecture* It was completed in i937-38t 
at a total cost of $250^000^ iiicludmg furniture 
and equipment. The building is rectangular in 
general outline^ faces noiiKt and has a total 
content of 600,000 cubic feet. 

Three tiers of the bookstack, located In the 
rear center portion of the buildings have been 
installed. The level of the second tier of the 
stack h coincidenl wtlh the mam Roor level. 

The entrance Boor provides space for all the 
major library services, vrith the delivery room 
occupy ing the center portion. The reference room 
(seating 72) and the periodical room (seating 
40) occupy the west side of the floor, with 
adjoining browsing room and reserved book 
room on the east (the latter seating 72). Here 
again k presented the problem of supendsion 
of four comparatively small reading rooms. Of 
these four, only the two smallest have a northern 
exposure. 

One side of the entrance hall is flanked by 
the librarian's ofhce; the other by an exhibition 
room. This placing of the librarian's office makes 


it some distance from the work room and the 
rest of the staff, and there h a question as to 
whether it is nol too near one of ihe slairways* 
Howevert its proximity to the periodical loora, 
with a connecting door between, makea it pos¬ 
sible for the librarian to supervise this room. 

The placing of ihe reference librarian^a desk 
near the card catalog area so that the attendant 
can direct students in the use of the catalog is 
a commendable feature. The main loan desk 
is also conveniently near the catalog. 

The second floor conlatns seminar rooms and 
space for the historical iH>ciety library. Unfor¬ 
tunately the level of this floor does not coincide 
with any stack floor level. However, it is con¬ 
nected to the fourth stack deck by means of a 
ramp on the east side. The ramp shown on the 
west aide was elimmated when the building was 
constructed. When installation is completed the 
building will have a capacity of 200,000 
volumes. 

The receiving room, on the basement floor^ 
has been given a convenient outside entrance, 
and is directly beneath the cataloging room on 
the main floor. The elevator^ located in die 
stack, if dose enough to be available for use 
between the basement and the first floor work 
rooms. 
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GENEVA COLLEGE 

Beaver FallSf Pennsylvauia 
Geneva h a coeducational, denommational 
college of liberal arts and sciences, with an 
enrolltnent of about 500 studenls. 

The McCartney Libraiy, erected in l^SQ-Sl) 
was designed by W. G, Eckles Company, and 
constructed and equipped at a total cost of 
S 125,000. In style of archttedurev the building 
is Collegiate Gothic, carried out in Briar HUl 
stone, with limestone trim, L-shaped, It faces 
south, contains two main floors with two rooms 
used by the faculty in the tower above the 
entrance. 

Both interior and eicterior have a cathedral¬ 
like quality which the architects planned to 
achieve. At the end of either reading room is 
a large, stained glass window. The other win¬ 
dows are decorated with old printer's marks. 
The tower room windows delineate the history 
of printing. 

The entrance to the building leads through 
a memorial lobby into the delivery hjl] with 
the circulation desk located between the two 
reading rooms, The card catalog is conveniently 
placed in the delivery hall. The largest of the 
two reading rooms ^facing south) Is used for 
reference, and provides space for 66 readers. 
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The other provides space for 56 readers, and 
ooniatns fiction, diori stories, biography and the 
reading material for honoi^ work. The small 
periodical room adjoining can accommodate 16. 
The locadon of these reading rooms undoubt¬ 
edly makes supervision dillicuU for a sniall slalf. 
TTiere is no specific provision made for reserved 
hook space in this budding. The need has been 
felt, although satisfactory arrangenient has been 
made through placing the books di reedy behind 
the main delivery desk, tints permitting one at¬ 
tendant to handle them and to supervise the 
reading rooms, 

The ofiiGe of the librarian, situated as it is 
to the left of the memorial lobby, is too far 
removed from the work rooms and the reading 
rooms to be as conveniently accessible as it 
should be. The work room (lOO square feel) 
although near the stack, has proved much too 
small even this early to the life of the building. 
Tt has been necessary to utilize a small room on 
each of the three stack tiers for additional work 
space. The stack room has a total capacity of 
55,000 volumes. 

The ground floor (not shown) with three 
sides above grade level, contains a dra¬ 
matics room with stage and separate outside 
entrance, four aervice rooms, toilets, coal 
room, boiler, and storage rooms. 
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GETTYSBURG COLLEGE Gettysburg^ Pennsylvania 


Gettysburg, a liberal arts college for men 
and women, has an enroll ement of about 600 
students. 

The M, Emma Webei Memorial Library was 
designed by John B. Hamme and erected in 
1929 at a total cost of approximately S175,000. 
Additional stacks installed in 1937 for 35,000 
bring the cost to $180,000. The building Is 
H-shuped, facing west, with a frontage of 147 
feet and a dept of 53 feet. Constructed of 
face brick with a granite base and cast stone 
triniT its architectural design is Georgian, to 
harmonize with the other buildings on the 
campus. 

Entrance to the building Is through a large 
vestibule on the west side of the ground Boar, 
Immediately beyond is a foyer fully half the 
length of the floor, which is poorly lighted and 
ventilated. This leads to the south into the stair 
hall. An unusual but not commendable arrange* 
meni of stack space in this building provides 
that the entire stack section as originally planned 
should be on this floor, with entrance on this 
level possible only through the work room. Other 
communication Is provided from the main floor 
level by means of the two stairways into the 
larger stack room. 

The main ctiarging desk is located on the flrst 
floor to serve both the reserved book and the 
general readers. The main reading room (78 
feet by 52 feet) receives east and west lighting, 
and seats 152 people. 'Hte smaller room to the 
north was originally intended as reading space. 


but it has been necessary to convert it into ad< 
ditional stack room (1937), making the total 
capacity of the building now 100,000 volumes. 

The librarian's office and cataloging room on 
the second floor are very mconvenietitly located 
with reference to the bookstack and the main 
service floor, as it Is necessary (o go down a 
flight of stairs and across the entire reading 
room to get from the cataloging room to the 
bookstack. There will likewise be unnecesary 
traffic through the reading room because of the 
fact that the stack, open to alt students, is on 
the opposite side of the room from the delivery 
desk. 

If the reading room had been placed on the 
ground floor, it would hove been more accessible 
to the users, and would have eliminated the 
necessity of walking fully half the length of 
the building to reach it. The entrance foyer 
provides a great deal of seemingly waste space 
which might have been utilized to greater ad¬ 
vantage. It has been found, too, that sound¬ 
proofing throughout would have been a great 
asset. 

The genera] arrangement of this plan has 
been used in very few colleges and is not gen¬ 
erally approved by librarians. While it is not 
essential that a main reading room, service, and 
administrative divisions be on ground floor level, 
it would have been convenient to have them so 
located in this case, in order that the enUanoe 
floor space might have been utilized to greater 
advantage- 
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KNOX COLLEGE 

Gaiesbargi Illinois 

Kjiox College ifl a ooeducationAlf priiralely 
endowed, undergraduate, liberal arts inMiiulion 
witli an enroUmenE of about 500 students. 

ITie Henry Mi Seymour Library, erected in 
1928 at a total cost of S205^000,i de^ignetl 
by Malcolm S* Martin^ Consirucied of limestone 
with white compositiern trim, the T-shaped build¬ 
ing is ill style English Gothic of the Tudor pe- 
rjod. It has a western frontage, and is two 
stories in heights a third level being fumished 
only in a center tower used as an art gallery^ 

The entrance to the building is on ground 
level, with slairs rising on either hand to the 
main floor lobby {20 feet by 29 feeE)t directly 
liehind which is the bootestaek. To the right 
of the lobby is an exhibition hall from which 
open the three rooms set aside for cataloging 
and work space* a liemitiaF, and tw'o newspaper 
rooms. The disadvantage of arrajigement here, 
with the work rooms on another than the main 
service floor, definitely affects the cSicieni opera¬ 
tion of the staffs 

The iiecond floor is the main service floor. In 
the fioiElli w'irig is a reading room {29 feel by 
77 feel) providing mating space for 84 readers. 
Thu room receives natural light from the east 


and the west. A fireplace at one end of the room 
forms an alcove which is used as a periodical 
reading room. This space is too small, however* 
to serve adequately a student group of 500, Like* 
wj&e on this floor are the ofljoe of the librarian 
and three rooms eontaining special collect tons. 

The tower room houses an art collectiun. The 
bookstack, three tiers high, has a storage capac¬ 
ity of 50^000 volumes. 

In spite of some functional inadequacies, how* 
ever, the building is, from an archiiectural view¬ 
point, a lovely piece of design. Its devtation 
from the regular centered frent entrance and 
centrally located stack disproves the theoiry that 
standardia^lion of these features is essential for 
architectural balance^ 

The ten years during which the building has 
been in use, however* have made apparent liie 
fact that provision for expaii5«ion was not care¬ 
fully considered in ihe original plans. Tlie office 
spaoe and the work space are entirely inade¬ 
quate* and the bookf^tack is already filled to 
capacity. Insufficient means of coniuiunication 
between the two floors make admi nisi ration diffi¬ 
cult since all offices and work rooms are not on 
the main servicie level. 
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MASSACHUSETTS STATE COLLEGE 

Amherst 


Statin' College is a land-grant 
general ami scienlilic, coeducation hI iiiBtilulion. 
with an enrollment of about 1,200 students. 

The Goodell Library, designed by Morse and 
Goodwin, in the Colonial style of architecture, 
was completed in 1935, at a cost of 1220,000. 
The building faces east, thus giving the reading 
room on the first Door the advantage of northern 
light- 

A small entrance vestibule leads into the lobby 
from which the bookstnek, occupying the rear 
central portion of the building, opens directly. 
The stack, five tiers in height, has a capacity 
of 140,000 volumes, and contains 10 carrels. 
On tlie soutli side of the building are the reference 
roont, seating 30, an office for the lefercuce 
lihrarian adjoining the reference room, and the 


ilelivery room, which contains the charging desk. 
Also on this side of the building are located the 
administrative offices and w'ork rooms, with the 
space for the card catalog admirably fircated 
with reference to work rooms, bookstack and loan 
desk. 

S|iecial provision has been made in this build¬ 
ing for faculty studies on the second floor, and 
for student conference rooms on the first floor. 
An unusual feature is the handling of the stack 
which is completely open, haring no barrier of 
any sort. This is possible only in a rural com¬ 
munity with a selected student body. 

The ground floor (not shown) contains sem¬ 
inar rooms, rest rooms, janitor's mom, bindery, 
book repair room, and space for machinery in 
addition to the stack. 
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LIBRARY BViLDINCS 


III 



MllWAlKEE-DOWNER COllEGE, 

Milwaiikee-Diiwiirfr is a privately cndowedi 


liberal arts college for women wUli an enrotl* 
men I of abnui 285 st udenls. 

Tlie Chapman Memorial Library, completed 
early in 19SSf is a three story T-shaped brick 
building with brownstone trim. It was designed 
by Alletit Collins and Willis of Boslon* and, 
completely equipped, coal approximately 
$510^000. As the longitudinal section shows, 
a lower is located in the front portion of llie 
building. 

ITie bookstack^ five stories in height^ h located 
in ibe tear of the buildings and has a capacity 
of 100,000 volumes. It contains S4 open earrelSf 
and 7 IcKked carrels. 

Hie main entrance to this building is on the 
ground floor» which contains general utility 
rooms for the most part. With the bound peri¬ 
odicals shelved in the first tier of the stack it 
is convenient to have the periodical study and 
reading rooms on this floor with direct entrance 
into the stack. However, in a small college^ il 
would seem more practicable to have this serv¬ 
ice concentrated in one room. 

Opening from the delivery hall to the left iS 
the bibliography room witli cataloging room 
adjacent and finally^ the office of the librarian, 
Theiie latter two have access directly into the 
bookstack while the office of the librarian like¬ 
wise opens on the rear stairway serving all main 


Floors. Many librarians prefer an office more 
centrally located — one which can he reached 
without passing through work rooms and other 
offiecs. 

The donor of the building Ijequeathed two 
rooms from her home to be incorporated into 
the building. These rooms are combined with 
an exhibition room to form a suite for exhtbita 
and teas, and are on a level four feel lower 
than that of the first floor^ 

The building has a seating capacity of TO in 
the study rooms and of 120 in the various other 
rooms. Il has l>een planned to meet the needs 
of this particular institution. In many cases it 
would undoubtedly be difficult to supervise and 
expensive to administer liiecause of its many 
small rooms. 

TTie entire second floor (not shown) is given 
over to studies and an exhibitioD roomt '*'ith 
the exception^ of course^ of the stack space* 
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PENNSYLVANIA COLLEGE for WOMEN 

Pittsburgh 


PennBylvanta College for Women is s prU 
vately controlled, liberal am college with an 
approximate mirollment of 260, 

The James Laughlin Memorial Library, erect¬ 
ed in 1932, was designed by E, P. Mellon and 
W, L, Smith. Completely fumisbed and equip¬ 
ped, its cost was 8108,466. The building of 
Colonial architecture is constructed of red brick 
with Indiana limestone. It faces southwest, is 
two stories in height, with overall dimensions 
40 feet by 140 feet. 

The entrance into the building leads through 
a small vestibule directly to the main reading 
room, which contains 2,200 square feel, and 
seats 72 students. The bookslack is two tiers in 
height, and shelves 50,000 volumes. This loca¬ 


tion of the stack, at one end of the building, 
separated from the reading room by the libra¬ 
rian’s office, causes unnecessary walking. 

This is said to be a beautifully designed build¬ 
ing, but it is douhtfu] if such a plan would be 
advisable for many schools. There is usually 
a great deal of disturbance when a main entrance 
leads directly into the center of the reading room, 
even through a small vestibule. It would be 
more convenient too, if the stack were located 
more nearly in the central portion of the build¬ 
ing. Compered with the remainder of the build¬ 
ing, the office space is entirely too small, and 
apparently no provision has been made for stor¬ 
age, closet, and toilet space on the main floor 
for the staff. 
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KANDOLPH-MACON COLLEGE for MEN 

Ashlandf Virgina 


RanJoIpb-Macori College is a privately con- 
trolled liberal arta instittition for men with an 
enroUmcnt of about 300 studeoca. 

The Waller Hines Page Libraryt 
by E. Lp Tilton at a oo^ of $65fOOO including 
equipment and fumlturct was erected in 1923. 
Constructed of red brick with limestotie trim^ 
the architecture of the building is a modification 
of a Renaissance motifs 

With the exception of the stairway and libra¬ 
rian's ofiice„ the reading room occupies the entire 
top floor of the building. It has a seating capae- 
ity of about 100 readers^ The circulation desk 
has been advantageously placed ao that the at¬ 
tendant may supervise the reading room^ and 
at the same time the entrance to the stairway 
leading to the second tier of the stack room 
betoWf and also the main stairway. In spite of 
this particular economy of administration, it 
has been fouitd difficult to supervise the building 
with a small staff, because of its various flcKir 
levels^ and broken stacks. 

The bookstack, entirely beneath the reading 
room, is two iters in height, and has a storage 
capacity of about 30,000 volumes* Although 
this amount of space has proved adequate so 
far, it IS becoming evident lhaU within a short 


time, more stack room will be needed. Just 
how the problem will be met has nol yet been 
determined, since any enlargement will be ex* 
penaive as well as inconvenient. 

It may be pointed out m connodton with the 
stack, that It Is seldom advisaJile to ^pllt the 
section* as is done hem by the hall on the ground 
floor. It involve extra work for the staff, and 
makes necessary two stack stairways in a rela^ 
tjvely small building. 
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RIPON COLLEGE 


Bipon h a prTvateljr controlled^ libera! Bits 
college Tor men atid women^ with r maximum 
enrollment of 350. 

The Lane Library, completed in 1931, « twn- 
St fueled of Bedfonl gtotie in American Colonial 
style of architecture, and was designed by Roger 
Sutherland, tl h T-sliapifd, facing w^ith a 
terrace to the south, and the entin! strudure 
covers a ground area 90 feet by 75 feel. Tlie 
total cost, including most of the c!(|ujpment, was 
S 102*000. 

Tlie entrance to the building leads through 
a vestibule to the delivery room in which the 
circulation desk is centrally located to serve 
both reading rooms, and to super^jBe the slack 
entrance and ihe periodical alcove. Tlie two 
reading rmims are said to have a sealing capac¬ 
ity of 124 readers, thirty-five per cent of the 
enrollmotit. However* thh allows less than twenty 
square feet per reader, which is hardly adequate. 

The office and work room are in part of what 
h thenretiesUy tlie ^^ack portion of the building. 
According to the definition of a stack* only a 
small portion of the bookshelves ift really of 
stack construction. The book storage has been 
extended under a part of ihe delivery room and 


has been carrieiJ at a lower level under one of 
the reading rooms. Tliis is pn^ible because of 
the ^lope of the land which allow^s a grade en¬ 
trance at a sub-basemeni leveL 

Extending future stack in the attic above die 
wiioie building is an unusual plan and requires 
specially reinforced building walls. When tite 
stacks have been completely in^lled they wil! 
have a capacity of 100,000 volumes. 

The second floor (not shown) contains sem¬ 
inar and conference rooms. 
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SCRIPPS COLLEGE 

Cl^remt?Hif Catifornta 

One of the federated colleges in the Claremont 
plan, Scripps h a privately controlled* liberal 
arts college for \vumen» 

Designed by Gordon Kaufmann to har¬ 
monize with the Mediterranean style of arcJii- 
tecture used in other nearby buildings, the Ella 
Strong Denison Library h dominated chiefly by 
Romanesque and Gothic motifs. The general 
outline of the floor plan is T-shaped, Fully 
equipped the buildjng« TOmpleled in 1930, cost 
about $100,000. It faces east; however, this 
entrance is not used by the students* They use 
the north and ^uth doors* 

The entrance to the library is directly into 
the reference room through a loggia which con¬ 
nects it with an academic hall nearby. The 
alcove system used in the reference room pro¬ 
vides shelving for 30,000 volumes and limits 
the accomodations to a small number of readers* 


The circulation desk is at the head of the 
room, wiUi a treasure ijook room (12 feel by 
20 feet) directly behind. In ihe right wing are 
located a work room and a reserved hook read* 
ing roomf with an exit directly Into one of the 
two walled gardens, which are likewise used 
for reading purposes* The other garden is in 
the left wing, as is the JEteraturc reading room 
which contains a gallery and provides shelving 
for approxLmaielv 20,000 volumes. 

A survey of liie plans of this building brings 
out the problems inherent in the alcove system 
—^limitation of readers, and the difhculty of pro¬ 
viding adequate supervii^ion- In this particular 
case, however, where the need for aer^ing a large 
number of students is not paramount* the small 
reading rooms seating a limiled number of per¬ 
sons In an informal manner undoubtedly meets 
adequately the tuoal needs. 
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WESTMINSTER COLLEGE r,/»; rig tort t Pennsylvartia 


Wcstminaler is a coeducational, privately con¬ 
trolled college of arts and sciences with an en* 
roll men t of 500 students. 

The McGill Memorial Library designed in a 
modified Gothic style by Prack and Prack of 
Pittsburgh in 1937-38, is constniclcd of Penn¬ 
sylvania sandstone. It has an eastern exposure. 

Its total cost, including equipment and furniture, 
was approximately $155,000. 

This IB an interesting example of a building 
which must lie bisected in order to care for the 
necessary entrances determined by the Campus 
plan. Tlie central corridor does not, however, 
influence the arrangement of the second floor, 
although it inevitably puts the stack room in 
a comer of the building, rather than in the 
rear center. 

A commendable feature is the location of the 
reserved book rtaim and periodical room on 
the entrance floor easily ttccessible to students 
and faculty. Another good feature is the plac¬ 
ing of the delivery desk in the reserved book 

m 1 I M ^ 

0 4 a iz 16 to rear 


room so that the attendant supervises the stack 
entrance and the exit Into the corridor. 

The main reading room, coitiaining 3,200 
square feel and providing spai'e for 106 readers, 
has an eastern exposure. The browsing alcove at 
tlie north end of this room is a conimendafaSe 
idea. From an administrative viewpoint it seems 
unfortunate that the staff ofliccs and work rooms 
are not contiguous to the stack. 
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TEACHER TRAINING INSTITUTIONS 



Ketit la a iitate ownvd Hrid contrail ed, coeilu- 
caiioital inatiiutioti with An enrollmam of about 
1,900 students, the majority of whom are en¬ 
rolled in the ootlege of education. 

Its library building, facing north, was de¬ 
signed by Ronan and Ingleson of Columbus, 
Ohio, and erected in 1929, at a cost of approx¬ 
imately $300,000, 

The entrance leads into a lobby on the ground 
floor. On the west side is a suite qf three rooms 
used by the children's department, with one of 
the rooms containing a model collection of chil¬ 
dren's books. Three seminar rooms are situated 
in the east portion of this floor. The bookstark 
with a capacity of 100,000 volumes is in the 
center portion of the south side of the building. 
The approach to the second floor is by two 
stairways in the center of the building. The 


KENT STATE UNIVERSITV 

Ktntf Ohio 

charging desk ts in the delivery lobby on the 
second Honr, with the main reading room ex¬ 
tending across the entire north side, and an 
additional reading room on either side of the 
lobby. These three reading rooms, it is said, 
are used by the istudents without supervision. 

Work rooms for the staff, on the south side 
of this floor, are separated by the slack—an in¬ 
convenient arrangement. 

Hie lobby and atrium seem unnecessarily 
large in comparison with other parts of the 
huilding. The utilization of a college library 
building for adult and child ten's libraries is 
unusual. However, this is probably a convenient 
arrangement for teachers' colleges, The devel¬ 
opment of plans for a combination of ibis type 
is still ill (he experimental stage. 
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MICHIGAN STATE NORMAL COLLEGE 


MichigaJi State Norma! b u coeduoalioriBl 
teacher training irnttitution wilh about 1^500 
^tuctenU enrollisJ. 

The library buildirtg, erected in 1930^ at a 
total cost of 8250^000^ was deaigjted by Bowd 
and Munson. Facing east, the building is rec¬ 
tangular iii sJiapc^ ihe book^tack located in the 
rear center* with corridora, stairwayg, and deliv¬ 
ery' space in the center front* flanked by reading 
rooma and administrative offioca on either side. 

The approach to the building leads through 
the lobby into the delivery room^ which rises 
through two stories. The circulation desk is 
located just opposite ihe entrance, and in front 
of the bookstackt which ts not enclosed. 

A reserved hook room with a capacity of 123 
readers, three seminar roomSt and small oflice^ 
in addtliori to the stacks occupy the space on 


YfisiiaMii 

the second Root* The seminar rooms are of such 
a size that there ts a tendency to use them as 
class rooms rather than for seminar purposes. 
Bringing cIabs^ Into a library building should 
be avoided because of the attendant confusion 
and noise. 

In a comer of the reading room is a small 
conference room for the convenience of students 
wishing to study together. This feature is seldom 
found, even in mudi larger buildings. 

The north side of the basement floor (not 
shown) remains unexcavatedt while the south 
side contains additional space for stacks, ma* 
cbinery* binding and packing rooms. 

The present stack capacity is 100,000 vol* 
umes. When the slack jnstallalion is completed 
this wJiL he increased to ITS^OOO volumes. 






COLLEGE and VNIVEHSny UBRARY HUHDtf^GS 


127 



cmtoav£ 

lOQK 




LLJiOtKC n.OOM 


^ELIVLXY- LOOM 


5,tftft.tMCL tOOM- • 


y CAUt^UtJP I 

lt»«* IcilfdtitJOK 

„ , r„„l I orfict 


-fin;! FLOOIL PL^N 



g f p L su- P A xrr 

D Lt I VLLY *S-OOM 


{ 1 

a 

1 ^ 
Toim_^ 

■1 

HI 

HI 



j i 

1 dtMIXtft 

% ■ 

J t 
J 

O 1 



o 

^ m 

1 ;:>IMIKAL. 

Otnofc E 


Iconr 

tM 


b^oom 

ililitlllll 


ILftlVt BOOK JIM 


-LOIi Df 


^ICOND FLOOILPLAN 

■LIbllAli'f BUILDING- MlCHlGANGTATL'NOlMALCOLLtGL 

■ I 1 -1 BOWO t MkJn/Otl AtCHtUCT/ 

0 4 k It M xo rttr -tmJmo mcHiaArt 
























































































JUNIOR COLLEGES 


COLLEGE and UNryERSrTY LIBRARY BUILDINGS 




ARKANSAS POLYTECHNIC COLLEGE, 


Arkansas Polytechnic is a junior college for 
men with an annual enrollment of some 200 
students. 

The library building, designed by Haralson 
and Mott, was erected in 1936 at a total cost 
of $60,000, including equipment and furniture. 
Rectangular in outline, the building conforms in 
general to the Colonial style of architecture. The 
materials used are brick and stone. The struc¬ 
ture faces south. 

The bookstack, located in the rear center por¬ 
tion of the building, is three tiers in height, 
with a capacity of about 30,000 volumes. A 
stack requiring three Hers to shelve 30.000 vol¬ 
umes is considered to he expensive in construc¬ 
tion costs and in service. 

The plan used here is simple, and is one that 
has been popular in many buildings, both college 
and public. Tlie entrance in the center of the 
building leads into the delivery room where the 
loan desk is located with reading rooms on either 
side and the bookstack directly behind it. 

Both leading rooms have a southern exposure, 
but it has been found here, as is often the case, 
that it would have been more desirable to have 
bad them located on the northern side of the 
building in order to receive the natural light 
from that direction. 


To the right of the stack are located the office 
of the librarian and a work room. It would prob¬ 
ably save many extra steps by the staff if there 
were a connecting door between these two rooms. 
On tile Opposite side are a conference attd a 
faculty room. If rooms used for conference 
are located in such proximity to the teuding 
room as these are, it would be wise to have 
them soundproofed. 

The delivery hall seems unnecessarily large 
for a school of this size. Some of this space 
might well have been utilized for other purposes 
—possibly for a coal room near the entrance, 
nr for newspaper and periodical alcoves. 
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CHAFFEY JUNIOR COLLEGE 

Oniari^t California 


Oiaffey Junior College is a state owned and 
controlled mslitution. ram prising a junior cot* 
lege and s high school, the total enrollmeni 
being about 2,000. 

The George W, Chaffey Memorial Library, 
completed in 1933. is in the 3100.000 group, 
having ln-‘cn constructed and completely equipped 
for this sum. fn general outline, the building 
is T*shaped and faces the east. Allison and 
Allison of Los Angides designed it in Mediter¬ 
ranean style of architecture and constructed it 
of cement covered with stucco. 

The library building, located between Uie col¬ 
lege and high school buildings, has a main 
entrance facing the street. The entrance vestibule 
leads to the spacious memorial hall, which cson- 
tains the charging desk flanked by doors leading 
into the bookstack at the west end. 

The junior college reading room (seating 
120), together with an adjoining periodical room 
(seating 60 readers), occupies the right wing 


of the building. The charging desk, serving as 
a center for supervision of both reading rooms, 
has been found too small to meet the demands 
of this combination of duties. 

In the left wing are the work rooms, ofBcc, 
and the high school reading rmim (seating 120). 
.An entrance on the south side uf the building 
is used by the high school students. The libro- 
rtan'^s office* work room, and receiving rwim, 
also located in this wing, are much too small 
for the present staff. These were larger in the 
original plans, but lack of funds necessitated 
their reduction. Hie card catalog is at a con¬ 
siderable distance from the loan desk and work 
room, and the memorial hall is umiccessarily 
large in comparison with the remainder of the 
building. 

The bookstack, two tiers in height, located 
in the rear center portion of the building, has 
a capacity of 23.000 volumes, and contains 16 
carrels along the weal window wall. 






132 


COLLEGE and UNIVERSITY 




floor, plak 

•CAlt 


miiij 

OPDIDD 

Diiing 

f«mik 



































































































IJBRARY BUfLDffVGS 


W 

LOS ANGELES JUNIOR COLLEGE 

L&5 Angetfs, California 


Los Angeles Junior College k a public insU’ 
tutioQ serving some 4,300 students. 

The library 'Was designed in 1937 by Allison 
and Allison of Los Angeles, in a Semt'Classical 
style of ardiitecture and coal $120,000. Facing 
north, the T-shaped building covers a ground 
area of 11,739 square feet. The material used 
19 concrete. 

Stairways, delivery hall, and bookalaek oc¬ 
cupy the center portion of the building, flanked 
by the main reading room on the right, with 


periodical room, offices, and work room on the 
left. The main reading room seats 155 people, 
and the periodical room seals 100. The office 
and workrooms in the southeast corner of the 
building are conveniently located with reference 
to each other, to the bookstack, and also with 
relation to the receiving and storage rooms on 
the ground floor. A memntne floor connected 
by a narrow stairway provides a staff room and 
also a room containing shelves for the bound 
periodicals. The stack section on this floor is 
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unequippett. It would be odvantageouj to liave 
tbe book lift in the stack rather than in iu pres¬ 
ent location. The card catalog is loo far from 
the charging desk, stack, and work rooms to 
be convenient. 

The ground floor contains a law reading room 
with space for 75 readers, and three conference 
rooms adjoining. In addition to the reserved 
book room in the right wing of this floor, the 
space just under the main floor stack section 
is utilized as additional reserved book room, 
with a charging d^Jt and shelving for the col¬ 
lection in the angle between the two, TTie com¬ 
bined seating capacity is 200. 

The one tier of the stack on the main floor 


level is the only one now completed. Its capacity 
is 20,000 volumes. Two additional tiers, each 
of the same size, may be added later if necessary. 
Several suggestions appear in connection with 
this building. Architecturally, it is always more 
expensive to have a heavy stack section above 
a vacant space, sucti os occurs here. In admini¬ 
stration, it is diflicuh to supervise four separate 
small reading rooms with a stafl* of ordinary 
size. The building has proved to be rather noisy 
in operation, and it has been suggested that the 
simple addition of doors at the head of the stairs 
in the delivery room would eliminate some of 
the disturbance. 
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The following 


STATISTICAL CHART 

h intended to present in a brief and concxete 
fenn the comparative information presented 
concerning the buildings described in the preced¬ 
ing articles. In al! cases il was not possible to 
obtain the tnfonnatton necessary to complete the 
chart. The material given, however, is as ac* 
curate as possible, and is made up nf data 
obtained from librarians, arckiteeb and pitb- 
lisbed articles. EnroUmenl figures are taken 
from the 1938 Britannica Book of the Year. An 
interrogation mark indicates that accurate figures 
were not obtainable. 
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COMPARATIVE COST 



Appfiaimstt 

Caff 

F^nr 

Compiiffd 

Arrkitrt:i 

la' 

StiHienE 

Emollmmi 


ft Buiidings coMting over $600t000 



DARTMOUTH 

iijaoo.000 

192R 

Jem F. LanoQ 

"H" 

2400 

College 

HOWARD 

1,106.000 

1938 

Albert 

Rectan- 

1300 

Utiiveniiy 




gulsr 


MICHIGAN, 

61S,000 

l<>20 

Albert KjIiii 

Square 

lOOOO 

UnivcTBity of 
NORTH CAROLINA. 
University of 

625.000 

1929 

AtivdCid & NBah, 

McKinif Mead & Whitir, 
conaultuits 


3000 



NORTHWESTERN 

1,200.000 

1932 

Juiifs Gambk Rogein. Imr, 


— 

UnivcTsily 




“B” 

5000 

so. CALIFORNIA. 
UnirenUjr of 

i.moQO 

L932 

Cr^ St F«rgu«oii, 

& S. El Lun<fen. 



A&wiaUr 



WESLEYAN 

730,000 

1928 

MrKini, Mrnd h Whiie 

i4qwi 

630 

University 

Exteiuion 

200.000 

1939 




ti. 

0t|j7rfinpj; cwiing $300^000 and $600^000 


ARIZONA, 

475.000 

1927 

Lyrnari and Place 

“IT* 

2200 

Uolveraity of 






ARKANS^, 

Univenily of 

447,087 

1935 

Haralson St Nelson^ 

Jamiesoti and SpearU 
coDAultants 


2m 

ATLANTA 

300.000 

1932 

James Gamble RQg«rB» Inc. 


— 

Unlvenily 

DREW 

600.000 

1938 

Cb«!fTiB4 Zs Kiauder 

Rectan- 

400 

Uttlveruiy 




gular 

300 

ELMIRA 

330.000 

1927 

Coolidxe, Sbepley^ 

Bulfincb >1 Abbott 

«L" 

College 





EMORY 

400.000 

1926 

E. L Tilloiir Ivey and 

Rectait’ 

1100 

Univeiaity 



Cremic. Asooebuea 

gulsr 


KANSAS, 

3]3,l)79 

1924 

Geo< L. Chandler 

*4^» 

5000 

University of 

OHIO 

350,000 

1931 

J. Thomas 

R«ciajt‘ 

2.500 

University 




gulnr 


OREGON, 

485,000 

1937 

LawrenecE^ Holford, 


3000 

University of 



and AUyn 


5200 

TEMPLE 

450,000 

1936 

W. H. Lm 

Rectars- 

University 




gular 

3600 

UTAH. 

309,000 

1936 

Ashton t Evans 

Rectan¬ 

University of 




gular 



///. Buildings costing less than $300,000 



AGNES SCOTT 

230,000 

1936 

Edwards & Say ward, 


500 

College 



R. B. Loean. Associate 



ALBION 

275,000 

1938 

Charles Z. Klauder jc 

R-ectan- 

700 

College 


R R Drudt AiiaoeLate 

gular 
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RutdiJtg 
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RMittved 

Book 
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F^ntniical 

Room 

CorrtU 

OrAm 


Siack 

Copooiijf 

CanlMnlM 

? 

i 

7 

9 

HI 

? 

40% of 
enroltment 

300,000 

1,800,0(10 

im 

214 

100 

% 

165 

743 

423.000 

1/137,149 

300 

290 

120 

144 

166 

1020 

750,000 

2,100,000 

•» 

160 

7 

1 

? 

? 

1000 

450,000 

U34,000 

204 

230 

46 

? 

196 

1 

? 

? 

304 

436 

7 

140 

500 

1360+ 

300.000 

2,139,430 

72 

72 

ci^lnJimed 

with 

referftiice 

1 

? 

9 

* 

225,000 

200.000 

? 

290 

125 

contbitieJ 

With 

rcfertntT 

7 

30+ 

445+ 

225.000 

9 

260 

220 

combined 

with 

iirfviicncc 

50 

12 

562 

250,000 

978,500 

? 

? 

9 

« 

? 

? 

390 

180,000 

627346 

60 

132 

30 

81 

60+ 

369+ 

400,000 

701,730 

100 

100 

7 

•P 

none 

7 

200+ 

none 

344,160 

2oa 

combined 

with 

refereoce 

combined 

with 

reference 

49 

9 

257+ 

300,000 

689,400 

210 

2A5 

56 

48 

90 

649+ 

? 

? 

? 

? 

? 

(wmbined 

with 

9 

7 

600 

250,000 

786323 

12U 

257 

reference 

90 

1M+ 

587+ 

325,000 

1,058,000 

140 

232 

90 

? 

90 

552+ 

250/100 

820,000 

348 

336 

? 

57 

459 

1200+ 

300,000 

1374,090 

no 

128 

combined 

with 

reference 

22 

90 

350 

100/300 

480,000 

96 

112 

56 

f 

? 

264+ 

135,000 

400,000 
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COMPARATIVE COST 



Appm^imatr 

Coil 

Ytmr 

1 AfMttet 

Tr/^of 

Pl*» 

Siadent 

Eividlm*fU 

BENNETT 

lOO.OOU 

1930 

Odj§ Clny Pounistofie 


300 

Ctl]|i!g« 





BLITFFTON 

60.600 

1030 

Tp MfiLflughKin & 

fclrryrfT 

200 

College 



AsRocifitcfl 



COE 

200,000 

1931 

Crahutn^ AnJrt^oru 


650 

College 



Probst & WhitF 



DAYTON 

? 

1928 

Howard W* Germaim 


600 

Uninrsity 

DENISON 

mooo 

1937 

Wtllliun Gebron 


900 

Vtdvmiiy 





DRAKE 

200.000 

1938 

Prtnj{irfM}|, RaioDn^ 

Heelen- 

noo 

Univensily 



BtoqIu & B<>rg 

gular 


FRANKLIN AND 

250,000 

1038 

W. H. Lm- 

Recten' 

800 

MARSHALL 

CollcgB 



gular 



CENE\'A 

125,000 

103] 

W. G. Ecklcti 

“L** 

500 

CullegD 

CEITYSBIJRG 

180,000 

1929 

Jahii B. Ifainni« 


600 

Co!tc|;« 

KNOX 

205,000 

1928 

Malcblin Se Miiriin 


500 

College 

MASSACHUSETTS 

220,000 

1935 

WoTM & GfHidwin 

? 

laoo 

Sute College 





MILWAUKEE^DOWNER 

310,000 

1938 

AUefik Ciillinf!f+ 

Mip>1 

285 

College 



and Willia 



PENNSYLVANIA 

100,466 

1032 

El P. Bfclkn & 

Reciait^ 

260 

College for Women 



W« L Smiih 

gutar 


RANDOLPH-MACON 

65,000 

1923 

E. L Tiltoa 

RocUn^ 

300 

College 



gutar 


RIPON 

102JOOO 

1931 

R. A. Sutherland 


350 

College 

SCRIPPS 

100,000 

1930 

Cofdon B. Kaufmiinn 


200 

College 

WESTMINSTER 

153,000 

1938 

Prodi & Prock 


500 

Collie 







IV* Teacher Training tnMtituiion$ 



KENT STATE 

300,000 

1930 

Ronon & InglaK>t) 

SoUd 

1900 

Unive rally 



Hfiuire 


MICHIGAN STATE 

250,000 

1930 

Bowd and Munson 

Rectui> 

1500 

Nomul College 




guUr 




F. Junior Colleges 



ARKANSAS 

60,000 


Haralnon & Mott 

Reetan- 

200 

Potyieehnie College 




guler 

CHAFFEY 

100,000 

1935 

Allison & Ailbnn 

l-fcijm 

2000 

Junior Colley 

LOS ANGELES 

120,000 

1937 

AlltAon & Allliion 


4500 


Junior Coltef^e 
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Jfr/mwr 

■sLSS; "Kir 

Rmw 

Othen 

Toifl/ 

StMk 
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Cmhtetl 

CoHttnu 

92 

52 combined 

With 

refei«itce 

16 

15 

ITS 

40,000 

s 

1 

96 

combined corabiittd 
with wUb 

rrferccice reference 

nows 

30 

126 

30,000 

127.000 

106 

80 29 


19 

274 

144,000 

360,956 

9 

? ? 

? 

? 

? 

? 

9 

m 

40 

64 no sepnrtLle 
twin 

0 

■ 

146 

250-1- 

230,000 

329,750 

132 

U2 72 

? 

9 

316-1- 

150,000 

354,335 

72 

72 40 

7 

f 

IB4+ 

200,000 

600,000 

66 

no separate 16 

room 

? 

56 

138-{- 

55,000 

257,000 

1S2 

no »epirii]e no separa te 
roOfn room 

IIOIIB 

72 

224 

100,000 

349JOOO 

84 

noscptratc 20 

ro^m 

none 

? 

104-f 

50,000 

7 

30 

72 no separate 
room 

10 

72 

184 

140,000 

? 

7 

? ? 

61 

190 

25l-f- 

100,000 

468,000 

72 

no separnte ? 

room 

none 

28 

100-f 

50,000 

200,000 

100 

nooeparate no separate 
room room 

5 

7 

100-1- 

30.000 

7 

124 

nooeparoie noseporole 
room rooM 

? 

9 

124-1- 

100,000 

9 

? 

? ? 

none 

? 

7 

7 

178,703 

106 

48 40 

16 

f 

210 

60,000 

297,591 


120 

lip separate noiepajate 
room mam 

9 

Z12 

332 

100,000 

659,850 

96 

128 152 

none 

100 

476 

100,000 

7 


200 

no separate noeeparale 
room room 

none 

none 

200 

30,000 

209,150 

240 

no separate 6D 

mom 

16 

none 

316 

25,000 

7 

155 

20Q 100 

f 

7i 

530 

2OJ00O 









BIBLIOGRAPHY 


College a»d University Library Buildings 


Tats Atmotatcd biblipgrapb^r allmipUL to Include 
itIuAtratcd and dc^lplivr ardr1» of coltege and 
UDJv^rftitv libnrr biiildinp emicd in the United 
SlatCT during the yrare horn 191T Ihrough l^>SS- A 
definitr effort ha? L>eeii miifie to limit this I let solely 
to articlei^ dcoting with the physical aspects of (he 


building, ufDitting those prtlalning lo ndmmislraLion^ 
book collection, dedlcatioii exercise etc. 

Whenever oblninabte xhn dale (he building was 
cvinpletcdt ibc name of the aichiteci* and the coat* 
Including equipment and Furmture, hive been added. 


KEY^. abbreviations of Periodica/s included 


ALA Bull—American library Ofisociation. BuUetui 
ALA Coll and Ref Sect Yrhk—^American library 
osaoclotion. College and reference section. Cob 
Iqge and reference sect ion. College ami reference 
Ubrary yearbook. 

Agric L Note*—.Agricullurel library notei 
Amer Areb—American architect and the arcbitectural 
review 

Atner School and Univ—American stdtool and tinivcr- 
fiity annual 

Araer &hoot Board American school board journal 
Areh“Atcbilec1 

Arch and Eng—Afidiiicet and engineer 
Arch Digeat^—ArdiileciuraL digest 
Arch Forum 

Arch Rec—'Aridutectural record 
Ajouc of Amcr Coll Bull—ABsoczation of American 
colleges. Bulletin 

Choi Deering L BuU-—Charles Peering library bulle^ 
(in t Northwealem univeiviLy) 

Colo—Lib^^olormdo libraries 
L A R—Library oraocktion record 
L J—Library journal 
L Q—Library quarterly 


Law Lib J—Law bbroiy joiinud 
Lib—Libraries 

Mich Atumnua—Michigan alumnus (University of 
Michigan} 

Mich L Bull—Michigan library bulletin 
N Y Timers—New York liitrts 

Nordifik TidikHft—Nordisk tidakrift for Bok-ocli 
Biblioteksvasen 
Pub Lib—Public iLbrirlei 
SDL Bull—South Dakota libra^ bulletin 
School and Soc—^hool and society 
Sci Amer—Scientific American 
So Arch and Bldg News—Southem arvhiieci and build¬ 
ings news 

So Arch Rev—Southern architect ural review 
So Calif Alumni R-—Southern California alumiii re¬ 
view 

TeJt LA News i^oteo—Texas library aasacinlloii. News 
notea 

Wilaon Bull—Wibon bulletin 
Yule Univ Lib Gar—Yale university Itbrary goxette 
Yeai^a Work—Year's work in librarliinship 
ZbI BLbl—Zentralblal fur Bibliotbebwcseii 


AGNES SCOTT COLLEGE, Decatur, Co. 

Agnes Scott college:, Decatur, Ga,. Library. The 
library, Agnes Scott college. Decatur, Georgia 
IAgnra Scott college, 1936) [SJ p. (Agnes Scott 
college bulletin, eer 33 no 6) 

A descriptive booklet ixmlnining vjewst floor 
plans and eros# section of dio building. 

Agnea Scott college. Tlie Pioneer 1 :no II ^ 11-3] 

iwa 

Brief description of die bujldiiig accoulpanted 
by first fii>or plan, sii exterior and on Interior 
view. 

Hanley, E R. The Ague* Scott college library. 
Lj62:323-m 1937 

Two exterior views, two interior views, three 
nrK>r plans and ft crow sectional drawing are 
Imi-tudied with the deacTiptiye artlcZe. 

New library* Agnei^ Scott college. So Arch Rev 


2:1 LR 1937 

A brief descriptive article with fltior plana and 
illusirmiona. 

[FifSl floor plan and two interior vjewsj {In 
Uanlay, E R, %ork rooma in college and utii^ 
versity librftrie:&, Amer School and Unlv 10: 
342-343. 193a) 

[Throe Interior views] llii Bright Spots 4:fio I: 
13] 193a) 

Erected 1936 

Arcbltecta: Edw ards and Say ward 
Coat smooB 

ALABAMA, UNIVERSITY OF, Tuscaloosa. Amelia 
Gurpj menioria] library, 

[Exterior view and ibreif ftuor plana] (In ArtJi 
Forum Wiplole iOk 1926) 

New buiEding under constructioii 1939* 

Erected 1925 







COLLEGE and UMl ERSfTY LIBRARY BUILDINGS 


/// 


Architects; MlHer cuid MoJlki 
Cost ? 

ALBION COLLEGE, Albion^ Mjchigoiii 

Architect expecti Library cazujileliDn lost of Jftn- 
itttry. Albion CoU€;ge Pleiad 54: no 5:4, 1937 
A brief deEcrlptiaii of ihc buildingt and p view 
of the partial I >- cooipkccd buiying. 

Tlie SlocktielJ titemoriai librar^^ lo Ttiytnphe 2; 
no 1: 3. 1937 

Brief de^ription of the building. 

Erected 1937-35 
Ardihect; C. Z Klauder 
Cost 1275,000 

AMHERST COLLEGE, Amhcrat^ Moss. Converse 
mUDiDrial library. 

Converse lueiziorial library^ AniheriH college* Aiu^ 
heral* Mass. Amer Arch 113^92* pktes 3942. 
I91B 

With a brief descriptive article arc ini-tuded 
floor pUm Olid illustrationo. 

FicUdier* IL 5. Amhrrst college fiedirnlesi Coiivctmi 
memorial Library. 1-J .12:95^9^. 1917 

Three floor plans uiid description of building. 

— Hie new AinherEt college tibrary, L J 41 ;549- 
651. 1916 

A desi^ription of tlie Jiyilding and two floor 

plana. 

The new Uhrary^ plane and description. Amhcrsl 
graduates quarterly S:266“3G9. 1916 

Descriptive article* two floor plant* and exte^ 
rior view facing page 223. 

[Tour floor plans and illustrationa] (Tn Areli 
Forotn 36 : plaLia 35-37. 19221 
Erected 1917 

Architects: McKim« Mead & White 
Cost S250.000 

ARfZ0?SA* L:M\ ERSITY OF. Tutwii. 

LuttrelL E. L. University of ArijEona library. L f 
52;llhl9. K^i.1063. 1927 

An exterior view, three interior viewss three 
floor plans and flescripLivc artkde. 

[Interior viewj |In L J 55:215. 193U1 

Erected 1927 

Architects: Lyman and Place 
Cost $^i75,00U including equipnieiit 

ATLj\NTA university, Atkina, Ck, 

The Atlanta nnivcrsity libmrv. School and Soc 
34;B7-fie. mi 

l>es4Tiption of the building. 

Tile Atlanta untvershy library; an arebitmiiral 
iiikTpretallon. Atlanta* Ga.* At I mil a univervitv* 
T937. 124) p* 

An attrai'tive brEKltiire rcnUiiuing deMtriplimi 
of ihe building liy the art'kiteeU exterior and 
interior photographs oiiil fl^xir pUns. 

Shivery, Mrs- L IK New library oomhini^ iieaiity 
and u^fulocs^ i In. Thr critmon and gray * . * 
Librarian drilication nutulier. Atlanta. Ca.. 
Atlanta tmlven^itv oliunni a^aocialion* 1932. v 
!9:no2;lM2| ” ^ ^ 

Ife^riptive article with an illuBtratiion anct an 


exterior view. The main entrunc.ie view is on 
verso of litle^pa^ of ifm builetin. Olher articles 
desertbe the cledicatlon exercises. 

Tetnpktoji, Charlolte. .All an la iiniversjly library, 
l.J 57:609^11- 1932 

A descriptive ankle including an exterior 
view and ibtee inicrior views. 

[Second fliior plan] <lft Hmdey^ E. It. Work 
rooEoi in college and university libraries. Amer 
School and Duly 19:341. 193BJ 

[Three exterior wwsi thiee interior views, and 
Iwo floor plans J {In Arcli Reu 73:32ib32S. 

1933) 

Erected 1932 

Architecla; Jamei Gamble Rogcre, Inc. 

Cost IdUOtOOO including equipnieiii 
BALL STATE TEACHERS COLLEGE, Munck, Ind. 
[Two floor plans und deetription] (In Sullivan, 
D- E. Library planning * . . L Q 2"25, 27-39, 30. 
19321 

Erected 1927 
Archilecl ? 

Cost f 

BLUFfTON COLLEGE, BlufTton, 0. Muwlman 
library. 

Mosimaii, S. K. Tlie Mui^elman library. Yearboolt 
of the General Conference of Mennunites. 1931- 
p. 32-33 

DtiAcriptioii of tlu? luiilding and itii exterior 
view. 

Erected 1930 

Archiletis: Thomas Mclotughliti and Associalea 
Cost m6O0 

BOSTON COLLEGE* Bcjsion, Ma^. 

Tlie Boston college library* Mbtor^ and desertp^ 
tion [Boston] 1933. 87 p. 

A descrijilivc booklet conlaining illuslraliona 
and two floor plaoi. 

Hie new library building. University Heights* 
Chestnut Hill* Mas-whiiselis, Roalon* Updike, 
1925 10 p. 

A booklet describing the plana of ilie proposed 
building. 

Stinson, W. N. The new Huston college library. 
L J 51:16-20. 1929 

A descriptive article ciinlatning flu^r pkirs, 
exterior and interior view*. 

[BlWJiicnt and second floor plan] ftn Turner* 
P, L Library buildrnga , , . 1929. p. 21) 
Erex^ted 1928 

Afchilecta : Maginnis and T^klsfi 
Coal *1*250,000 

BROOKLYN COtJXCE, Brooklyn, N. Y. 

Dickinson, A. D. Hie BruiiUyti college library 
building. L J 62:757*760. 1937 

An il lust rated descriptive article incttiding 
three fltmr piaiu. 

Erected 1937 

ArchlletlaH Ratidulph Evans; Corbett, Harrison 
aiirt MarMurray* Associates 
Cost t8Bil*(KXl 

CALIFORNIA STAIE TEACHERS COLLEGE, 



!42 


COLLEGE nnd OniVEmiTlf 


Cbico. 

[Fim itoor plnn antt itliuirmian] (In Arch and 
107;24. 1931) 

Creeled ? 

Arehitecta: CHealcr Cale« and Louia L Brouehoud 
Coat ? 

CALIFORNIA. UNIVERSITY OF SOLTHERN CAL- 
IFORNIA, see Soutlieni Cilifnmta. UnivEixity 
of, Lee Angelea 

aNCINNATl, UNIVERSITY OF, Cindiuuui, 0. 
HcMirv* E. A, Univ^rdity of Qjicmiuiti'B nt^w Ubrsrfre 
L J 56:685*690. 1931 

A drsenpLive article, tni^luding eilerior and 
Ulterior views and hix flmjf plana. 

[Floor planaj (En A L A Cci!l and Ref Scot Yrbk 
no 2:104-106. 1930J 

Erected 1930 

ArcEtilccU: Henry llnke and Cluis. Kuch 
Coot 1836310 

COE COLLEGE^ Cedar Rapids, la. Stewart metnorial 

lihraty. 

Coe roHi!^ Cedxt Rapids, la- SuGwaji metnorial 
library. Library handbook. Cedar Rapids, 

Coe college^ 1931. 14 p. 

Tfaia hLidbuok coalalna Root plan* of tbe 
buildings 

(EKterior view and two floor plans] (In Larson. 

J. F. and Paliner, A. M Arcbilecttiral planning 
of the American college, 1935. p, 89-W) 
Erected 1931 

Archilecia; Graham, Andersorip Probal and Wtite 
Coat *200,000 

COLORADO STATE AGRICLLTCRAL COLLEGE, 
Fort Coltins. 

Bakefi C. A+ The librarj of the Colorado agri¬ 
cultural college, Colo Lib 3: no 2:5-6. 1922 
Summary of the history of the library with a 
brief description of the building, on H-:shaped 
structure composed of the two oldest bulldlog!9 
On the eamptiA, originally hams, joined by a new 
Kction. No ill nit rations or plons^ 

Erected ? 

Architect; Eugene C+ Grovea^ Denver 

Cort ? 

COLUMBIA UNIVERSITY, New York City* South 

halL 

Cotumlda plana library opening. N ¥ Tiines Qct^ 
7, 1934 It, 1:S 

Exterior view of the btiildiiig urcompoalea tile 
article. 

Columhia's new library. N Y Fimea OcU SS, 1934> 
Vlllp 4:5^ An Lllu-siroied ftalure article. 
Columbia univeruty^ Library. Soulh hat I, Colum¬ 
bia university. New York. [New York, 1935] 

61 p. 

An excellent descriptive booklet of the library 
building, tontflintng exterior and interior views 
and floor plans. 

Columbia univeriity. School of library service. 
School of library service* Columbia university. 
Room* and equipment itt South hall. [New 
York, 1935?] 32 p. 


Tlili descriptive pamphlet describes the quar- 
teis of the library ach^>ot located in South hall 
and in addition to views Includa floor plafta 
of the fifth and ixtlh fioora. 

New library of Columbia university. School and 
Sw 40; 768. 1932 

A brief description of the building. 
lArchilect^i drawing of building] (in Arch 64:B3. 

I93U 

Eierlcd 1934 

Archilecta: Juttiea G, Rogcra^ luc. 

Cost *4000.000 

CONCORDIA THEOLOGICAL SEMINARY, 

St. Louis, Mo. Prtulaff memorial library, 
[Interior view] (In Arch Rec 64:219* 19261 

Erected ? 

Aicbil^ts; Day & Klauder 
Cost ? 

CONNECTICUT COLLEGE, New London, Conn. 
Palmer library 

[Exterior view] (In Klaudf^r, C. Z. and Wise, H. 
C. College architeoiure in America ... 1929, p. 72) 
Erected 191^ 

Architect: Charter A. Plait 
Cost ? 

DARTMOUTH COLLEGE, Hanover, N, H. Baker 
memorial library. 

The Ikker n>emoriBl library at Dartmouth college, 
1928. I Hanover, N. H. ? 1928?) IS p. 
Description and three Boor plans. 

The Baker memorial librury at Dartmouth college. 
[19307] 20 p. 

Description pF the liniiding, three Boor planp, 
two exterior and four intjerior views. 

Goodrich, N. L, Dartmouth^ new library. L J 

54:19M9I. 1929* 

DtscHptlve article^ four floor plans, on exterior 
and two interior views. 

Ljjsont F* Baker memo rial library at Dart^ 
mouth college, Hanover^ N. H. Arch Forum 
50:537-564, plates 117-128. 1929 

This deacriptfve article by the architKl Is 
accompanied by exterior views, fourteen 

Interior vlevrs* and three floor plans* 

— A library planned from unit requirements » * - 
Amcr School and Univ 4:309-314. 1931 

Exterior and three inlerior views, two floor 
Ians and arcliitect’s descripLion. Also lisl^ the 
rnts installing equipment. 

The new building of the Baker memorial library 
at Dartmourth: ir. by Yen Wen YUi Peiping. 
China. Library scieaee quarterly 9:1-5. 1935. 

Plates with die text in Chinese- 
New Library at Dartmouth college. Library equip* 
menl 4: no B:l, 4. May 1929 

loterior view and brief desertptioiu 
Tliayer^liBp This new library* Dariitiouth Alumni 
magazine 21:13*]8. 1928 
A history of the Dartmouth library wilh dc^ 
acriptivc article and interior views of the Baker 
memoriai library. 

[Exterior and Interior views] (In Amer School 
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and Udjv a:227223. 1933) 

[Eklerinr uid inlenar vwwi] (In Ycbj's work 
L:152 g. 1928) 

I Finn floor plui and from eltvailonj (In Assoc 
of Amer CoLI BuM L4:mm 1928) 

[Five floor plaiu] (In ALA Coll and Rcl Sect 
Yrbk no U 1TO9. In pocka) 

[Fcrtir oxtorior viewa] iln Arch Forum S4i70lf 
704-7(^. 1931) 

[Inttrior vitw] (In Ijirson, J, F. md Pdmefi A. 
M. Architcclural planning of Uie Amerkiot coU 
l«g«. 1933. fronL and p. 32} 

(Two Root pIibSt two inlcrior views] (In Tiimefi 
Library building!) . . « 1929» p. 19) 

Eroclrd 1928 
Architecli J. F. Larson 
Coot SL200.000 

DENISON UNIVERSITY Cronvilla, 0. WiUiam 
Howard Doane library* 

Craigie, A. L, Tlw William Howard Doane library 
of D^ison tiniv«raUy. L J 63:937-939. 1937 
A descriptivo article including one exterior 
and two interior viewi. 

^ecticd 1937 
Architccl: Wm. Cidimn 
Cost t2SCI.OOO 

DENVER* UNIVERSITY OF, Denver, Colo. Tbc 
Mary Reed library. 

Clatworthy. L M Tlie Mary Reed library of the 
University ol Denver. L J S8d97-200. 1933 

Two floor plans^ descriptions^ an exterior and 
live interior views. 

Denver. University. Dcdicalion of Mary Reed 
library * . . {Denver, Colo., 1932) [16] p. 

Exterior views, brief description* and program 
of dedLiiation eureisesp 

— The Marv Reed Jibrarv of the Univeratly of 
Denver * /. [1933] 19 p. 

Elxteriar and interior vie wo, floor plana and 
description. 

[Exterior and interior viewa] (In Denver. Uni¬ 
versity^ The Pioneer S; no 2-^1-! L 19321 
Erciicd 1933 

Architect 1 Harry j. Manning 
Coat $400*000 approxiniately 

DUKE UNIVERSITY* Durham* N. C. 

Breedlove^ J. K New Duke university library builds 
ing. L J 56:691-693. 1931 
An exterior view and descriptive arlkle. 

Powell* B. E., L'omp. Handbook of the Duke uni- 
veraity libraries. Durbafn* N. C., Duke UJiiver- 
oity* Library, 1931. 32 p* 

A guide to the library contaifiing floor plans. 

[Exterior and interior views] (tn TiHon, E. U 
College librarv planning. Amor School and 
Univ 6:223, ^7. 1933) 

Erected 1927 

Archiiec; Horace Trumbauer 

Owl ? 

ELMIRA COLLEGE, Elmira. R Y, 

Elmira college* Elmira, N. Y* library Tlir library 
... Elmira* N. V., Elmira college, 1927. [ 16] p^ 


(Elmira college hulletiit v XV III. no iV) 

The new □mira college library building at Elmira^ 
N. Y. Amer School Bd J 7S: no 5 :^2. 1929 
Floor plans and brief description of the 
butlding^ 

[Exterior view] (In Klauder* C. Z. and Wise, 
H+ C* College aichilecture in America » * . 1929. 
p. 72) 

[Interior view of main reading room] fin Arch 
Forum 47 j53S. 1927) 

[Two exterior and two interior views, and four 
floor plans! (In Amer Arch 134:dS3487* 1928) 
Ereaed 1927 

Architects; Coolidge* Shepley, Bullitich 
Abbott, Boston; Pierce and Bickford, Elmira* 
Aaaociat^ 

Coat $339,000 

ELON COLLEGE, Elon, N. C. Carlton library. 

Elon college, Elon, N. C. * . ^ Library number 
. . * Elon, R C.* Elon college* 1924. 20 p. 
(Elon college bulletin v XX n t no 2) 
Description of the building* illuolratloiia. 
three floor pUna and dedkalory address. 
Ereded 1924 

Arcfajlect: Herbert B. Hunter, High Point 
Coal* uicttiding furniture and equipment, ap¬ 
proximately $125,000 

EMORY UNIVERSITY. Allania, Ca. A« Crigp 
Chandler library. 

Jemioon. Margaret and Tilioa, E. L. Emory nni- 
vertily library first unit. L J 52:291-296* 1927 
Ducrlptive article by llte librarian and archi- 
lecl* with an exterior viewi four Ruor plans and 
cross sectional drawing. 

library building, Emory university, Atlanta, Ca* 
So Arch and Bldg News 52;49 SSL 1926 

A brief dtfKfiptive article including two exle* 
Hot and two interior views and four floor plans* 
[Pour floor plans] (In ALA Col! and Ref Sect 
Yrbk no U 1929* In pocket) 

I Interior] (In Tilton* E. L College library plan¬ 
nings Amer School and I’niv 6:^6. 1933) 
Erected 1926 

Arcbilccta: E. L. Tilton; Ivey and Crook, Asso¬ 
ciates 

Cost $44)0,(X)0 

FISK UNlVERSm'. Naslivllle, Tenn. 

Fisk university* Niabville* Tenn. The Fisk library. 
Nashville* Tenn., Fisk university 11930? ] J19] p. 
An illustrated booklet. 

Shores, LouU. Fisk university** nrw library,. L J 
S6;107^tl0- 1931 

Descriptive article* four lloiir plans and iliua- 
trattons. 

— The new library for Fisk university. Idb 34r6l- 

19 ^ 

Brief article telling ctf the proposed building, 
[Exterior view] (In Arch 65:8 Sh 19*32; also Wib 
Bori Bui) 5:310, 1931) 

[Interior view] (In Arch Fonim *S4:74S) 

[Three floor plans and exterior view) (In Ycnr*s 
work 4:161.165. 1931) 
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Ei«ci«(l 1930 

Afdutwt: Henrjr C- HiIiIm 
C oi^l about 1350,000 

KLORiriA STATE COLLEGE FOR WOMEN, Tat- 

Ialia7;i«v, 

library of tbt Florida ^Intr i^ollRge for vomcn* 
L J ^:4W499. 1930 

Brief de«cri|aivr article with eKfcrior view 
of the building. 

Library btiildlng, Florida ataie ccillrge for women, 
Tallahai^M. Arcb Forum j£ 4!3S7-388- 1920 
Brief desd'riplive article containing ejiterior 
and iuti-rior vlcwa, and three floor plans. 

Engird 1923, addition 1929 
Archilecia: Edwards and Say ward; Rudolph 
Weaver for addition, 

Co*i4 $26]^&a (original CMtl 
FORDHAM UNIVER5m\ New York City. 

Perrot, E. C. The Fordliam iiniversity library 
building. Arch Rec 59:335-343. 1926 

Brief descriptive article by the archtteel with 
three flcMir plaiisi, iwci exterior and three interior 
views. 

Ere^M 1926 
Archilcrtr Emile G. Perrot 
Coni ? 

FRANKLIN AND MARSHAL!. COIJ-EGE, Lanca¬ 
ster, PeuQH. Fackejilhat library^ 

The new Fackenthul library. Frankliii and Mar- 
nball aliimnm Utm. 1937 

Brief description of the building. 

Erected I93B 
Architect: W. H. 

Coat 1254),OOO 

GEORGE PEABODY COLLEGE FOR TEACHERS. 
NaahvilJe^ Temi, 

[Ejiterior view] (In Amcr School and Oiiiv 6:226. 
19331 

{Exterior view and four floor plana] (In Arch 
Fonim 40:65. 1924] 

[Floor plana and brief dwnpliotij (In Sulilvati, 
lx E, Library planning *. * L Q 2:13-15. 1932) 
Erected 1920 

Archiiecls: E. U Tilton and A, M. Gilhcns 
Coat; ? 

GEORGIA STATE COIJ-EGE FOR WOMEN, Mib 
ledgeviile. Ga. tna Dillard Russell library, 
Hagan, Helen- Ina Dillard Rusacll iLhrarv. L ] 
S8:m 1933 

Ocacription with exterior and interior views. 
Erected 1932 

Architects; Dunwoodv and Oliphanl 
Coal ? 

HENDRIX COLLEGE, Conway, Ark. 

fEMerior view and (bior planj (In Larson, J. F. 
and Palmer, A. M, Architectural planning of 
Ihc American college. 19.13. p^ %) 

Erected 1927 

Aichilcina; Witienlierg and DeLonev 
Cost mjOOO 

HOLY CROSS COLLEGE Worcester, Mass. 

Holy rnllege library. Lib 33:2Et-29,^ J928 


Deocription of the building. 

Slrams^ Po^Mer. Holy Crons coltese library, L J 
52:1162-1164. 192? 

Two interior vkwa* ibjr« floaf plum and 
description. 

Ereii^ 192B 

Arebilects; Maginnis and W'aUh 
Cost S750,m)o 

ILLINOIS COLLEGE, lut-ksonville. 111. Tanner me¬ 
morial library* 

Tanner Ttiemorlal library k dedicated. Illinois col¬ 
lege alumni quarterly ?: no 4:18-22. 1929 

A dascrlptian of tlie building und dedirntloji 
cxercbea. College adminktratiii: offices ure com¬ 
bined wkh Ihe library in thk huildingH 
[Exterior view and two floor plans] (In VMf’s 
wflrk 3, pJntes VII and VIIL tSSO} 

(Floor bJuia, tcolo elevaliofn, BcdiDn «nd drawinj^ 
and itliutraJjonal (In Arrh Fortini 53:]W-2tK}, 
1430) 

[Two Boor pl«ii and exterior view] {In Lenon, 
F, and Palttier* A- M. ArchitecluTal plannittg 
of ilie Atnorii'an college, 1433. p. 

Erected 1929 

Architects: Denison B. Hylf end Staiilev W. 
Halin. 

Cost 1175,000 

ILLINOIS, IINIVERSITY OF, Urban*. Smith library. 

Flattery, A. M. Printera* cnnrks os library window 
decoratiohs. L J 52:1015-1017. 1927 

A description of ilie pHiilera' tlcvices used in 
the windows of the library. 
tIJinois. Univeraity, L'rbana .., The library build!* 
iftg . . . Urbajin, III. [Univ of IJlinoia press) 
1929. [iS] p. 

Deseripiion of the hiiitijing, five floor plaiw, 
two crofls sections, and iHualratioiis. 

The jirw library University of lllioDU. Lib 34:503- 
506, 1929 

^ One floor plan, one exterior and or* interior 
view, und brief description. 

(Exletior and Jntertor views, unit four Boor plnns] 
(In Klaitder, C. Z. and Wise, H, C, Coitege 
ircbilecture in America , . , 1929. p. 83-851 
[Exterior view] ilr L J 5-1:435. 1928) 

(Five flixir plans] (In A L A Coll and Ref Sect 
Yrbk no 2:96-98, 1930) 

I Mein floor plan two section drawings, and brief 
description I (In Mujilbe, Wilhelm. Anierikan- 
eke bibliotekcr ,., Nordisk Tidakrift 18:101-102. 
1931 { also in 2bl Bihl 48:459, '«i2-*163. 1931; 
also in L A R ,3d ser 2:289-290. 1932) 

Erected 1926-1929 

Architects: Charles A. Platt nnd James M. White 
Cost iLf.WjtXW 

INDIANA, BALL STATE TEACHERS COLLEGE, 
Muncie, see Ball Slate Teachers College, Muncio, 
Ind. 

IOWA STATE COIXEGE OF AGRICULTLIRE AND 
MECHANIC ARTS. Ames, la. 

Brown, C. H. Tliff Iowa state collene librarv. L J 
50:532-534. 1925 
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Ejdtrior unci inlermr two floor plum 

and d^a-rriplivc article. 

[First floor plan unci eiterior view] fin Aissoc of 
Amer Coll Bull H J06^207. 1923) 

Erected 1925 
Archileei: ? 

Coftt 1700,QOU 

JAMES MILUKIN UMVERSITY, Decatur, III Or- 
viJle Bp Ciorin Itbrnry* 

Jumw MiJIilin univerHilv library. L J 57i2y4-29H>. 
1932 

Exterior vtew^ thret^ floor plaju and deacrtp- 
tion^ 

[Exleriftr view and ihrrr floor planii] (In LarsoEL 
J_ F, and Palmer, M« Archilcetura! plminm^ 
i)f the Airiericaii college. 1933, p, 91) 

Erected 1931 

Arc.'hitecli^: Awrhiiuef' and Wo|s^oner; Janies Mi 
While, Conaullant 
Co^ 1150,000 

KALAMAZOO L0Lt#£CE, Kaluuio/oo, Mirh. Minnie 

Mandellr luctiiorial ]tbrai 7 , 

Kalnjna2CH> eollege. The Minnie Mandellr library 
. - . I Kalmniizoo, Mudi., KalarriiiJEoo colteuel 
im jia] p. 

An illustrated booklet of a buildliii|t which 
curubincr!i «r| ruurii^ niid presidrnt*^i!i wtih 

the library. 

I F..t:teriDr and inlerlor views, and ibnrc floor plana] 
(In Laraun^ J. F, ond Palmer, A. M. Arcbitte- 
tural planniii|( «f ibr American eullcce. 1933 
p. W.95> 

Errcicd 1930 

Architect: Aynmr Emburv 11 
Coal 1173,000 

KA^SAS STATE COU.EGE OF AGRICULTURK 
AND APPUEI) SCIENCE. Manhaiion, 

Nrw librarv buitdiiif^ of the Kan^^oa atatr n^ricub 
lural colfegc. Agne 1. Notes 3:l7Sd76. 1928 
A deseription of I he building copied from the 
KunaBB InduHtrialiJit of Nov. 2. 1927, 

Erected 1927 
Arcbitetri: 7 
Coal l250,tX)0 

KANSAS SiTATE TEACHERS COLLEGE. Fort 
Hnya, Fdrayib library, 

Strertrr, F. B. Now library huildmg for K* S. T* C. 
at Hays. L J 52:1172-1173. 1927 
Thii article include^ nii exterior view and ihnee 
floor plana^ 

fTliree floor plans and brief description] I In Sul¬ 
livan, D* E, Librarv planning . . . L Q 2:15-18, 
30. 1932) 

Erected 1^6 
Architect: ? 

Cost ? 

KANSAS STATE TEACHERS C0IJ.ECE, Pittsburg. 
Porter library, 

Nattout Odella. The Porter library at Kaiuas S, 
T* C L J 53:760-762. 19^ 

Three floor plans and description of the butld^ 
ifig. 


Erected 1927 
Architect; ? 

Coal 1150*000 

KENT STATE UNIVERSITY. Kent, Ohio 

Dunbar, Margaret. The new Kent state normal 
college building. L J S4i59S596, 1929 
Descriptive article and an exterior view. 
Erected 1930 

Arrhitecti! Honan and Ingleson 
Cost 1300,000 

KENTUCKY* UNlVERSm^ OF, Uxingion. 
1^100,000 library unit completed, Maiiuractuiers'^ 
Record 100: no 27*19, Dec- 31, 193L 
One exterior view and brief dwription. 
Kentucky^ UniverAity* Librnryi The iiniverstty 
Itbrury. I^singioiu Ky. |Pr^s of the Kentucky 
Kernel j 193 L 16 p. 

DeacHption, exterior view and floor plana. 

Library of the Vnivensily of KeiiluckyHi School 
mid Soc :U:12L 19M 

Brief descripiiDn of the building. 

Erected ]931 

ATchiletis; Warner nnd MiklieU 
Cijsi 1450*000 

KENTUCKY WESTERN STATE TEACHERS COI-^ 
LEGE Bowling Green 

Kelrn. Margie. Western Kentucky stale teachers 
college library* Demcourier 2: no 1. Feb. 1933 

Exterior view and brief description, 

KfKied 1928 
Architect: ? 

Cost i2mooo 

KNOX COU^KCE, Galesburg., ML Henry’ M. Seymour 
library. 

Knox college, Galesbttrs:, IIL , , , The Henry M. 
Seymour library. Galesburg, ML, Knox college. 

1928. 32 p. rKfiox college PuMclin n a 22, no 2) 
Tliiii iKxtklet contains in addition 1o a deNrrip* 

lion r>f the Jnilhting, exterior and interior liews. 

I Exterior views] fht Brill, Albert. The case for 
tbr small coedu rations I middle-western colfcgc. 

1929. p. 12) 

Efwied 1928 

Archtlecl; Malcolm S* Martin 
Cost *295,000 

LElJlND STANFORD JUNIOR L-NlVERSlTy 
we Slim ford Univemity* Palo Alto* Calif, 
LINDENWOOD COUJJGE FOR WOMEN, St, 
Charles, MOp 

Kuix, M. L l.indenwood lotlege for women library, 
LJ 56:702. 1931 

Exterior and inleriur views and ib^Hpiloii, 
Erected \^m 

Architects: I^Rraume and Kletu 

CwA 1200,000 

LTNFIELD COLLEGE McMinnville^ Ore. 

McKee, W^ R. The Lin field college Ubiary* L J- 
62:762^763- 1937 

Two floor platH, one exterior view and two 
interior view* are Included in a rlcBcripiive ar- 
licle- 

Erected 1936 
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Ardiitm: ? 

Cost 166,000 

LOYOLA UNIVERSITY, Qiki^o. IIU EKiabrtli M. 
Cudjihy mfmorial library. 

Calkini, F. J. Ttur Cudkhy memofipl library. 
Quarterly Marline 29:28-30- 1930 
Descriptive article. 

Loyola ufilveraity, Chicago. Elkalieth M. Cudahy 
fnemorial Library^ The ETizabeth M. Cudahy 
memorial library d 1 ^d^clU}Oll ezerctses , . , Chi¬ 
cago, Loyola university, 10.10. 32 p. 

Four exterior and two interior views, one floor 
plan and descriptive article^ 
fTwo exterior and one inlerior vievi, and one floor 
plan] (In Arch Forum 54:678^79. 1931) 

[Two floor plans] (In A LA Colt and Hef Sect 
Yrbk no 23 107, 1930) 

Erected 1930 

Architect: A- N- Rebori of Rebori and Wraitworth 
Coat 1350-000 

MARYLAND, UNIVERSiTl' OF, Colley Park. 
Barnes, Grace. The new library at the Unlversily 
of Maryland. Agric L Notes 6: no S^;68v 1931 
Description of the library whkh occu^iea the 
second floor of a T-ahaped building. No plana 
or illusiralions. 

Maryland univemity new library, L J 56:716. 
1931 

Exterior view and brief description. 

Creeled 1932 
Architect: ? 

Cost (215^000, exclusive of efpiipmefit 
MICHIGAN CENTRAL STATE TEACHERS COl. 
LEGE, Mount PIcaaanl. 

[Floor plans and brief description] iln Sullivan, 
D. E. Library planning , . . L Q 2:22-25^ BL 
1932) 

Erected ? 

Architect ? 

Cost ? 

MICHIGAN STATE COLLEGE OF AGRICULTURE 
AND APPLIED SCIEINCEI, East Lansing. 

The new library buildhig of the Michigan stale 
college. (In Kocht T W* Reading, a vice or a 
virtue? . . . Lansing, Mick Michignn slate 
college, 1926) r also Issued as a separaie. 

One exterior and ono Interior vkw are in¬ 
cluded with a brief description of the buildlngi 
Erected 1925 
Architect: Edwyn Buwd 
Cost 1SOO,000 

MICHIGAN STATE NORMAL COLLEGE, Ypsi* 
lanti. 

The new library Imtldlng. Mich L Bull 21368-69, 
86. 1930 

Two interior vicw» and brief descriplion: of 
building. 

[Two Root plans and brief description] (In Sub 
Itvon, D. Eu Library planning , , , L Q 2:18-19, 
1932) 

Erected 1930 

Airhitecta: Bowd & Munson 


Coat 1250,000 

MICHIGAN, UNlVKIi5lTY OF, Ann Arbor. 

Bkhup, W, W, Library service to the univemity, 
Mkh Alumnus 35:611^14- 1929 
Two Interior views accompany the article. 

—^ New Library building of the Unlveraity of 
Michigan. L J «:633^37. 1919 

Bascmcnlt Aral and second floor plana and 
descrJptioi!i of the building. 

Michigan. University^ Ann Arbor, General library. 
The library building * ». Ann Arbor» 1920. 36 p. 

Exterior and interior viewii, floor plnns and 
excdlent deacriplive article of the building. 

Opening of ttie new general library of the Unb 
versity of Michigan. L J 45:107-109. 1920 
Tells of the dedkailon service and includes 
anc exterior and two interior views. 

[Exterior vkw| (In Muiithe, Wilhelm. Ameri' 
kanske bibliotekcr . * * No^dbk Tldskrift lfi;9S. 
1931) 

[Inleiior vkw| (In Afch Fomm 56:631- 1932) 

Second floor plan] (In Turner^ P* Library 
huildinga . * . 1929. p. 17) 

[Two interior views] (in L J 56:206'2!07, 1931) 
Erected 1919-20 
Architect: Albert Kobn 
Cost $615,000 

MJCHICAN, UNIVERSITY OF. The William W, 
Cook legal research llbraiy, Ann Arbor. 

Cofleyp HobarL The law quadrangle of ibe Univer- 
fllly of Michigan. Law Lib J 23:266-277, 1932 
Chiefly a deocri prion of tile taw Uhrary* 

— TTie William W, Cook legal re^attb library* 
A L A Bull 26:683. 1932 (Also appeared In 
Mkh LBull 23:15*17. 1932) 

One interior view and brief description of the 
building. 

University to have new legal rescartb library^ Mkh 
Alumnus 35:313-314. 1929 

Exterior view, general oulline of main floor 
plan and brief deserption of the building. 

World^s fineal educationnl buildings. Mich Alum' 
nu9 37:46-k467* 472, 473, 1931 

Pour floor plans and dcsoripton of library 
building. 

Erected 1930 

Arrhitei'ts: York and Sawyer 
CcHl $1,500,000 

MINNESOTA, UNIVERSITY OF, Minneapulb. 

Minnesota. University. Library. The library of the 
University of Minnesota . . Minneapolis, 1924. 
15 p.^ 

"^A Souvenir bcM>klet imued Eo commeniorate 
the uflicinl dedii'atJon.’’ [ncludpd b a deoc^riplion 
of the build 1 1 ^, illustrations and four floor p1ans« 

Waller^ F, K. Minnesotans new university linrary^ 
LJ 49:1029 1032. 1924 
DescrlpUun of Ehe buibling^ four floor plans, 
mi exterior and two inLerior views. 

— The iwvf university of Minnesota library* Pub 
Lib 29:529-53L 1924 

Desc-ription of building and interior viewi^. 
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J Extptinr and two interior (In Stewart, T. C. 

The picture of u univer&iCv, 1923?. p. 16} 

I Four flcKir plajisl (In ALA Coll and Ref Sect 
Yrhk no 1. 1929. In ptleket) 

(Four floor plana] (In Muiifhe^ Wtlbelfn^ Amcri- 
kafiake bJbLioteker , » , ^ortLuilr Tidakrift ia:99- 
100. 1931; also In m Bibi 43:458-161* 1931; 
alau in L A H 3d srr 2:235^^. 1932) 

[Four IlcKjr plan.s one eaElertor and one ulterior 
view] (In Klauder, C. Z and Wise, H. C. College 
architecture in America . , , 1929^ p+ T9-SI) 
{One floor plan, one exterior and one Interior view] 
(In Tunier, P* J* UBrary hnildtnga . . . 1929* 

p. 20) 

[T^rec exterior view^] flu Arch 64:227*228. 1931) 
Ercclrrtl 1924 

Architect: Clarence II. Johnston 
Coal 11^.000 

MISSOimC CNIVERSm' of, Columbia. 

Srverence, H. O. Hiatory of the library, Univeraity 
of MtoaourL Columbia, Univ of Mb40uri| 1923. 
98 jp. 

Two floor plans, illuslration.^ and history of the 
library. 

— ^(ew library building University of Misaouri. 
L J 40:^195408. 1915 

Description, two floor plans and exterior view, 

— New llbrar? building ol Cniveraiiy of Missouri* 
Pub Ub 20:256^257* 1915 

Description of building. 

Erected 1915 
Architect; ? 

Cost $200,000 

MONTANA, UNIVERSITY OF, MbsouU. 

Buckhnus, M. C. The University of Montana Itbrary. 
L J 50:743-749. 1925 

Brief description, and an exterinr and interior 
view. 

Erected 1923 

Arthitects: McTvcr and Cohagen 
Cost ? 

NEBRASKA STATE NORMAL COLLEGE, Chadron- 
Bright, A. B. Nebraska normal college library. L J 
S5;6L 1930 

Brief description, and an exlerior view. 

Erected 1929 
Archltn:t: J. C. Stitt 
Cofit ? 

NEW JERSEY STATE TEACHERS COLLEGE, 
Trenton 

New building at N* J* college. L J 56:324-325. 
J931 

Brief description of the building before it was 
creeled. 

State teachers callegep Trentojip New Jersey. The 
Pioneer l:no6£ [1-31 IW7 

Brief desertpiLon of the library with a FIoof 
plan and three interior views. 

[Floor plans and descriptLon) (In Sullivan, D. E- 
Library planning ,,, L Q 2:21^22. 1932) 

Erected 1931 

Architects: GntJbert and Bcleile. 


Coat $325^000 including equipmetit 
NORTH CaROUNA STATE COIXECE OF ACRl- 
CULTf]RE AND ENGINEERING. Raleigh* D* 
H. Hill library. 

Culledge, J. R. Tlie D. H. Hill llhrary at North 
Carolina college of agriculture and engineering. 
LJ 51:375077, 19^ 

Brief deacriptloup maiJi floor plaii, and illua- 
tratlona. 

(Exterior view and two floor pletie] (!n Klauder, 
C* Z and Wise, H* C. College an.lutectUTcr in 
America. 1929* pn 9S) 

Ereci^ 1925 

Architect: Hobirt Upjohn 
Cost $265,000 

NORTH CAROLINA, UNIVERSITY OF, Chape) Hill. 

Coney, Donald. Ihe new library building, Univer- 
iity of North Carolina- L J 55:55^58. 193Q 

Description of the building and two i I lust ra¬ 
tions. 

Gudger, L M* (Jtiiversliy of North Carolina's new 
clwk library^ So Arch and Bldg News S6;57-39. 
1930 

Brief description, one exterior and two interior 
views. 

North Carolina. University^ Chapel HilL Library. 
The univeraity library. Chapel Hill, Univ» of 
North CarolLna, 1929. 30 p. 

Description, fatir floor plans and two exteriur 
views. 

— The dediention of the library building * * * Chapel 
Hill, The Unhiersiiy Library^ 1930* 31 p. 

One exterior, interior views, lour floor 

plans and description. 

Univemity dedicated $1,250,000 library* Mann- 
faeturem’ record 96; no 19:70. Nov. 7, 1929 

Brief description and exterior view. The cost 
given in a uiiiveraity publicaiion ia $625,000. 

[Four floor plana] (In A L A Coll and Ref Sect 
Yrbk no I* 1929. In pt>ckel) 

Erected 1929 

Archilectsr Atwwid and Nosh; MdCitrii Mend 

and White. coDBultnnts 
Cost $625,000 iD4:]uding equipmenT. 

NORTHWESTERN UNIVERSITY, Evanston, 1II. 
ChArlea Deering library. 

The Charles Deering library ^ , * Northwestern uni- 
veTslly, Evanslom Ht.i Cha$ De^ring L Bull no 
1:3-7| 1932? no 2:1*2, 1932 

Description of the building with three floor 
plans and an elevaton drawing. 

Koch. T. W. The new Dcering memorial fibraryi 
Lib 36:125-129. 1931 

A description of she building and architect's 
drawing of exiertar and anteriar. 

— The Charles Deering llhiary at Northwestern 
university* 11 58:189^196. 1933 

An excellent dcsrriptivcr article ccmiaitiing an 
exterior and several tnlerior views. 

Lewis, E. F*fr and Mufrayt M. New Dee ring library 
to be ready by first of year. Northwestern iini- 
vcTsity aJutnni news 12:13-14. 1932 
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\ dcifliled deAcrpTion «f thv byildiiig with 
illujilrAtifiiiA. 

.Wdiler, S. C. 1 [rating and vetitUattng syitciii. 
NoTihvi'<*»(^rn univcn^iiy^ Evarnstniu III., Cha* 
Deermg L Bull m 2tB^ 19S2 

A description of thr vysJcm by the cunauUing 
ongiiifer. 

I Hi tin* c^nstnirtiiin ,. + North w^lern nnlver- 
silv^ Eraostoo^ IIL Chos DccrLnc L Bull no 2 :3-5. 
1932 

\ descTiptiDH of alnictural Feolure^ 

Slun:h« A. Cl Temperature aiuJ buiikldity cant rot. 
Northw«lem univci^Uy^ Ei'biisLoit^ IIL, Chas 
L Biiil no 2:6'7 h 1932 

A d^riptioii uf ilu: rtir condillonin^ avstera. 
Erccled 1932 

Archjif?L‘ta: Jame*^ Rogers, lur, 

Cm\ S13fh000 

NORTH DAKOTA STATE TEACHERS COLLECE. 
Minot. 

MrKnrlatidi C. A. Taking a nrw start. Pub Lih 
29:41 192^i 

A vpfv hricl (k^rrifitioni of the building. 
OKr.AHOMA. UNIVERSITY OF. Norman. 

Oklahoma. University, Norman. Oklahorna^a crown 
jewel. The new library . . . Norman^ Univ of 
Oklahoma presa, 1930. 47 
A number of il][utraiioiis and a brief article 
rnliitctl ‘"Some (acta about ihc library*" are in¬ 
i'I iidrd in this brochtire- 

UiiiveTsity of Oklahoma library. I* J 55:254-255. 
1930 

Brief descriptive article, including dim? Interior 
mid two eiElriior victrs. 

University with uii! of distiugunhed guests to dedi*^ 
cate library todar* Oklahoma Dally I4t no 1ISH^ 
-T Feb. 2T 1930. 

Eiierior vii«w acrompoaiea the article^ 

Erects! 1930 

Archilecls: I.jiytoTi, Hicka and Forsyth 

Oml ? 

OREGON. UNIVERSITY OF, Eugene^ 

Doug!a«$. M. H. The tfuiversity of Oregon library 
building. LJ62‘«D.94S. 1937 

A ilwripfjve irtkie including first and aecond 
floor plona^ an exieiior and two interior views. 
Oregon. Univeraitj. University of Oregon library 
dedjrated Octoiicr 23, 1937. Eugene^ Ore+i 
Oregon itate board of higher educatjon^ 1937* 
scr. no 122} 

A dosciiplive booklet including view« luid four 
floor plans. 

ErecHcd 1937 

Architecta: Lawranre, Hntford and Allyn 
Coat mS^OOO 

PENNS^TVAMA COLLEGE FOR WOMEN; Pirn 
burgh, Penua. lomt!? t.»aughlk memorial lihraryi 
Sfichkr* M. H. Tlie James Laugblin nurmoriat 
library* Alumunc recorder 7:3-4. 1932 
Brief descriptive article* 

Eretjed 1932 

ArchilwLa: L P, Mellon and W. L Smith 


Coat S!0a466 

RANDOLPH-MACON WOMANS COLLECF^ Lynch¬ 
burg, Va. 

Randolph-Mai’^n woman^a collrgie. Lynch burg, Va. 
Library . * . The dedieution of the new linraryK 
Lynchburg, Va., Randolph-Macon womancol¬ 
lege, 1929, 32 p. (Raudolph-MAcun woman's 
college bulletin v XV^ no 41 

An exterior and three interior views, and 
addressrtii at thr dedication servici:. 
Handolph-Maciiti woman s college library, L J S5 s 
3IL 193^1 

Two interiDr views oui! brief description* 
Efected 1929 

Architects± Stanhope S, Johrtaon and R. 0. Bran- 
laan: ELL. Til I on. Consultant 
Cost ? 

PITTSBURGH UNIVERSm^ OF, Piitsburgli, PennoL 
Dice, J, H. The new univemity of Pittsburgh 
lihtary. L J &2:365L370. 1937 
A drH!ripiion of Ibe library tnaialSed on the 
fourth, fifths olid siittli Ruora o( the ^Tlntbedral 
of Leaimiiig,** with illustrations and three floor 
plans. 

ErecLef] 1930 

Afehltcct: Charles Z. Klauder 
Cost ? 

REED COLLEGE, l^ortland. Ore. 
tfnger, N, A* The new Reed college library^ L J 
56: liSlIT mi 

Description, and oji exterior and on interior 
view. 

(Three exterior and three inlerior views] (In 
Reed College Bulletin v 10, no 1, Jam IMI) 
Etecled 1930 

Ari'hitetia: W, H* Crowell and Associates 
Cost $13(1,000 inriuding equipment 
RHODE ISUND STATE COLLEGE; Kingiion. 
Green HalL 

Allen, F. P, Rhode Island ^^lale college lihrary. 
L J 62:76C}-76L mi 

With thk descrJpttve article is includctl an 
exterior view of me building and a drawing 
of the second fUmr plan. 

Erected 1937 

Architects: Jackaon„ Robert»on and Adams 
Cost $233,000 

ROCHESTER. UNIVERSITY OF, Rt^hcsier, N„ Y, 

Rush Rhees library, 

Gilchrist, B. The Rush Rhees library ul the 
University of Rochftsier* L J 56:343-346. 1931 
Descri^iou of the library with exleriiir and 
interior views. 

Rochesier. Universtly, Rochester, N. Y. Rush Rhees 
library plans. Rochester, N. W [UnEversily uf 
Rochester] 1931 [5J p. This pamphlet contains 
the basement* firal, seconcL third and fourih fltwir 
plans of the bliiidlugH 

SmiUi, IL A. The Unhvraity of Rochester, a slury 
of expansion and iis background* RocheiMar, 
N. UniVersUy of Rochester [l930j 
This brochure coutnins several exterior views 
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find a brief ik«;j-iplive psr«griipli of ihe library 
building, 

— library of the near fuiuw .. * Roth- 

f»lef revieHi 0 :<j 7'70. 1930 
Two e;iterior viewp inclucbfd in ibi^ lUftirTc, 
[Five fltHjr plansJ (In ALA Coll and Ref Seri 
Yfhli no 2;99-l03. 1930 

JSecond flour plan] (lu Hanky, E H, Work 
in college and artjversily libraries, Amer Scrbcrol 
and Univ lOsMO. 1938) 

[Second floor plun+ ekvolfoa ond brief df^rjp- 
lion] iJn Mutilhe„ Wilheinu Atnefikanske bit' 
Uotdeer ^ - - Nordisk TidEkrift ]8:1D3']CH. 1931; 
ako m ZbI BibI 48:463465, I93i; also in L A R 
3d 5cf 2:312^313. 1932! 

Fxrecied 1929 

Arehiteclat Gordon and Koelber 
Cost $1300.000 

ST. BONAVENTURE COLLEGE Allegany* N. Y. 
Friedsam Library. 

Herseber* L J. Tlie new FriedsaRi library qf Si, 
BonavenLure college. L I 63:345-349. 1938 
A descriptive article UKluding three floor planfi 
and enterior and intenor views of the building. 
Erected 1936 

Architects Chester Oakley 
Coat ? 

SALEM COLLEGE* Winslon'Sakm, North Caralina. 
Siewera^ G, L New 5akm college tibrary. L J 
63:513, 1938 

With A brief descriptive article an interior 
and exterior view are izicJaded, 

SCRIPPS COLLEGE CkrernonL CftliL EUa Strong 
Deniaoti lihrary, 

I Exterior view jiiid floor plan] (In Larson, L F. 
and Palmer, A, M, Arthiteetiiral plaiiniiig of 
he Amerk-an college- 1933, p. 92) 

Erected J930 

Ari.b*leiT(: Gerdun B, Kaafmann 
Coat $100,000 

SOtTH DAKOTA STATt: COLLEGE OF ACRI- 
CULTURE AND MECHAN fC ARTS. Brookings, 
Ljzicqln mcjDurial tibraiy. 

A few facta about tlw library and theatre, SDL 
Bull 13:66-68. 1927 

A deacriptiiin of the building iiicJirding one 
exterior view+ 

Powens, W. FI. New library building al State Col¬ 
lege SDL Bull 12:S7-S9, 

A de^rtption of the building. 

“ New library building at the South DakUa stale 
college of agriculture, Agrie L Noiea hl28-l29, 
1926; 3:193-194. 1928 
Description of the building. 

Erected 1927 

Arnhilecls: Perkina and Me Wayne 
Cost $200^0CJOf exclusive of equipmenl 
SOUTHERN GAUFORNIA. UNIVERSITY OF, LOS 
ANGELES, Edward L. Doheny« Jr. memorial 
library. 

ftrown. C, M Ed Ward L. Doheiiy, jnemorlaL 
library. L J 57:894-900, 1932 


Descriplix^e article, tJirec floor platis, an ex- 
Icrinr and sIk interior vlewa. 

The Edward L Dok'Uy, Jr. inemorkl library^ Arab 
187490, 1933 

Brief descriptive note, one floor four 

^ exterior and iwo interior viewa. 

E, I,. Doheny junfor niemorial library . * , Illumb 
nating Eugtuccring suriety. Tranoartions 28; 
572-573. 1933 

Description of the illumination la the main 
reading room, 

Lunden. S* E. Memorial library nears completion. 
So Calif ALujnni R 13:5. 26, 32- 1932 (Reprint¬ 
ed in Padfle Bindery Talk 5:1344. 19321 

A deaeriptivc article. 

Plaiui for memorial library compkled. So Calif 
Alumni R 12:2L25, 32. 1931 
.A siatctuenL of iFie outatauding Jeoturea of 
tlie new library building. 

[Two exterior and three interior viewsf (lu Arch 
Dig St nc. 4:4-8. 1932) 

Kreclrd 1932 

Ardiilects: Cruin and Ferguson; Lunden, Amo- 
date 

Cost $1,100,000 

STANFORD UNIVERSrn\ Palo Alto, CoJiL 
Clarke G. T, The new library building at Iceland 
Stanford junior univeirsilv. L J'14:71^717. 1919 
A description of the building with two floor 
plans. 

Leiaitd Stanford iuninr univereity* Palo Alto, Calif. 
Library, Now building of the Hanford university 
library mid a bistory of the library, 18914919. 
fPalo Alto, Calif.) Stanford uni versify ^ 1919. 
40 p. Cantaiiu itluatrations, four floor planp 
□ud desriiptiou of the btillding. 

Erected 1919 

Arrhitects: JoFm FlukewelL Jr, and ArtFmr Brown^ 
Jr. 

Cost ? 

STEPHEN F, AUSTIN STATE TEACHERS COL¬ 
LEGE, Naengdoebesr Tex^ 

1 Flour plana and d^-riptiou] (In Sallivanp D. 
E. Library dunning . .. L Q 2:25-26. 1932) 
SLT- ROSS S1‘ATE TEACHERS COT.LECE, AFpine, 
Tex, 

Hamilton, Fiiy» Sul Ruari state teachers* college 
library. L J 56:701. 1931 

One esi^erior view and brief deoeriptioa uf 
library which occupies top floor of the build lug. 
Erecfcd 1930 

Arehi tecta: Troat and Tfost 
Coat ? 

TEMPLE UNIVERSITY, Phiiadrlpliia. Penna. Sul- 
I Ivan rnriuoKal ilbriry. 

Kaii^ C. L The Sullivan meinorial library of 
Temple univeriity* L J 61:523-525. 1936 
A descriptive article with which is indudrd 
three floor plans, one exterior and two interior 
views. 

Temple university altimni bnlteLin, Library sup¬ 
plement. {In Temple university alumni bulletin. 
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[PhllRdiilpbiai PeJin*.^ Teniplr tinivcmty] 4: 

no 2i2-6. 1936) 

Five a4ticlo dcicribing the building mnd hi*- 
iQfjr of ihe libr^t with which are mcLuded 
iiilcrlor vicw«^ Tiie cover dedgn ta an Interior 
view of the reading roooL 
Erected 1936 
Architect: W* H. Ijcc 
C ost (150JMO 

TENNESSEE, UNIVERSITY OF* Knoxville- 

Baker, M. L The University of Tennesiwe. L J 
56:117*118, 1931 

ArchUedV drawing of ihm exterior* llitev fliitor 
Inxio and descriptive arlicle. 
rected 1931 

Architects: BaJ-her McMmry; Grant C. Mllkf* 
Consultajit 
Cost 1300.000 

TEXAS COLLEGE OF MINES AND METALLURGY* 
El Paso. 

Polk. Baxter. New college oF Mines and MetaL 
lurgy Ubrary, L J 64:20-22. 1939 

A descriptive article, including one exterior 
view, two inlerior views, and 6oor plaim. The 
main floor is given over Co the adminisiraijve 
ofEtera of the college. 

Erected 1938 
Archicecta; ? 

Co9t 1100,000 

TEXAS, STEPHEN F. AUSTIN STATE TEACHERS 
COLLEGE, see Stephen F, Atistin State Teacher* 
College, NacogcMhes, Tex, 

TEXAS, SUL ROSS STATE TEACHERS COLLEGE, 
Me Sul Ro**^ State Teadiers College. Alpine, Tex. 
TEXAS, UNIVERSITY OF* AiwUn 

Battle, W. J* and Benedict* H* Y* The construction 
program of the University of Texna* 1925-35. 
Ainer School and Univ 7:55-6L 1935 

A descriptive note end the arcKiteetV deai^ 
for the new library are ineluikd in this article. 

UnlremUy given $1,633*000 federal building loan. 
Daily Texan 35: no 73:L 1933 
An an tele describing the propOMd building, 
with arehilect^i drawing of exterior. 

Winkler* E W* The new building of the Univer¬ 
sity of Texaa fibrary. Tex L A Newi Note* 8: 
no 4:3. 1^2 

Deficription of the completed ponion (firxt 
portion) of the proposed library buitding.^ 
Erected 1932 

Architects: Green, LaRoche and Dahl 
Cost ? 

TULSA, UNIV^ITY OF* Tulsa, Okta. R. M. 
McFarlEn libraryr 

Tlie R. M- McFarlin library. Tulsa TrUrane. May 
19, 1929. p. 2 
Exterior view and description. 

Ridings* J. B, The Ufiiveraity of Tuko. So Arch 
and Bl<^ New* 56:21*22, 55. 1930 

Description of three building* including the 
library. 

Tulsa university buildings. Manufactureri Record 


99:34. Jaa. 1, 1931 

An exterior view and brief descriptive article. 
Elected 1930 

Architect: Henry C. Bibb* 

Cfflrt 1217*614 ? 

URSINUS COIXECE Coltegeville, Penna. Alumni 
memorial library. 

[Two floor plan*, one inlerior and two exterior 
%1ews] (In Amer Arch 129:523-324. 1026) 
Erocti^ ? 

Arehitecla: Frank R. Watson | Geo. E Edkini 
and W, H. Thompson AssoclaLe* 

Cos^ ? 

UTAH STATE ACRiaiLTLTRAL COLLEGE, Logan. 
Smithy Hatlie. Utah stale agrirulliiial college 
library. L J 56:700. 1931 
An exterior view and brief description. 
UTAH, ONIVERStTY OF* Salt Uke City. 

Nelson, Esther. University of Utah library. L J 61: 
751-753. 1936 

Descriptive article, includiiig three Boor plans, 
one exterior and two Interior view?. 

Erected 1936 

Architects: Ashton and Evaiu 

Cosl $509,000 including equipment and bndicap^ 

VmCimA, UNIVERSITY OF, OuTtottesville, T1» 
Alderman library. 

Virginia. University, Charlottesville. The Alckr- 
man library at the Ujiiversity of Virginia- 28 p. 
(Reprinted from The Alumni News 26:219'24L 
August-Seplember, 193&I 
The brochure contains a d^ription of the 
buildings exlerior tnd interior views, and five 
floor plana. 

WASHINGTON* UNIVERSiW OF, Seatlte. 

Could, (L F. The Amerkan univernhy and ita 
library pmbletn. Arch Fomm 44:361-366. 1926 
Discuasca problem ut the University of W^ash+ 
ingtont arid includes plot plan, an exterior and 
an interior view. 

— The new library at the Univenlty of Washington. 
LJ 49:1023-1025, 1924 

Exterior view and two floor plana are included 
with a descriptive article. 

[AfchjlectV drawing of exterior] In ALA Bull 
19:80. 192S) 

(Arcluteci^s drawing of exterior and one floor plan] 
lln Asauc of Amer Coll Bull 14:199-2(30. 1^) 
[Exterior view] (In Amer Arch 133:190. 1928) 

1 Exterior view and floor plan] (In Turner, P, L 
Library buildings *,. 1929. p.lft) 

Erected 19^ 

Architecls: Bebh and Could 
Coat $850,000 

WESLEYAN COLLEGE Mucont Ca. The Candler 

memorial library. 

[Two exterior and one inlerior views] (In So Arch 
Bldg News 56:51^. 1930) 

Erected 1927 

Architects: Hentz, AdJer and Shutxe 
Coal ? 
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WESLEYAN UNIVERSITY, Middleiown, Conn. OlLn 
memoriDl tibrary. 

A de^crip^rDn Idc library. (In Welcyan izniv^r- 
iity, OlLn menional library^ Library baiiiibdak. 
3d «L. l'Qi36-3S , . p comp, by F* Rider^ Libranasp 
Middletown^ Coiin..p Wnfeyan univermlty^ 1936. 
p. [111-20) 

Flr»t part of ibb chapter d^scribea ihe byild* 
in^. Tha re$l b davoied to the conlenla and 
arrangMXkent i>f ihe llbraxyt ita Daveliti roomt 
and dfepartmenLal Eibratias on the ctmpua. Thraa 
floor planfl Ate included. 

The Olin tnemorjal library al Wesleyan. L j 53: 
979-9(83. 1928 

Descriptive intele, bur floor pUua and Ulus- 
trations. 

Our new addition. (In Westeyan tiniveriity^ Olin 
memDrial library. About books at the Qlin 
library . . . 9:1^% 1938) 

A description of the new extension and floor 
plan of die slack wiii^. 

Wesleyan univeretty» Middletown. Conn. Olin 
Tiictnorial Jtbrary. Olin metnoirial library dedi¬ 
cation « ^. Middletown, Conn.p 1928 

A desc^r]ption of the library by ibe architect 
and librarianp four floor plana, an exterior and 
thirteen interior viewa, 

Wesleyan univeniiy. Alumnus. The Olin memorial 
library utmiber 12:274-294. 1928 
Four floor plans, fotirtoen interior views and 
descriptive articles. 

[Exterior view] (tn Klauder, C. Z. and Wise, H. C. 
College arcbzLecture to Ainrrica. 1929. p.B?l 

[First floor plan] (In Turner, P. J. Library build- 
luga * _ im p.23) 

[Interior view} (In Wesleyan Atumnua 14:100. 
1930) 

Ereti^ 1928, addition 1939 
Architects: McKlm, Mead and ftliLte 
Cq 54 t750.0rN); 1200,000 

WEST VIRGINIA, UNlVERSm’ OF, Morgantown. 

The tmok tower. Monongabela West Penn Public 
Service Company. Uepartment of public relatJoits. 
Courtesy and service 9i no 12:4^ 5t 20. Dec. 1931 
A description of the Ibirary. 

New library at university b dedicated. Morganlowu 
pMt Nov* 20* 1931, p.1-2. 

Exlertor view and architect's drawing in roto¬ 
gravure section, 
rlrocled 1931 

Architects: Davis and Dunlap 
Cost ? 

WESTMINSTER COLLEGE, New Wilmington* Penn^ 

sylvan ia. 

Allman, M. A. Ralph Gibson McGill meinoriaL 
library. L J 63:8644166. 1930 
Three floor plans,^ an exterior and two interior 
views are lnii:Sud«i wiih a deserlpiive article of 
the building. 

Erected 1938 

Architects: Prock and Prack 
Cost $155,000 


WIIEATON college, Norton, Mass. 

[Exterior view] (In Klaudcr, C* Z. and Wise* H. CL 
College arch i Lecture in America. 1929. p.T5) 
(F.xterior and interior views] (In The work uf 
Grant and Ferguson, 1929, plates 314-31S) 
Erected ? 

Architects; Cram and Ferguson 
Cost ? 

WILLAMETTE UNIVERSITY. Salem* Oregoiu 
Spencer, Robinson. The Willamette university 
library* L J 63:776*777* 1938 
The descriptive article of the building includes 
on exterior and an inlerior view. 

Erected 1933 

Architects: Doyle aod Associates 

Cost $95,000 

WILLIAMS COLLECEi W'illiarruitowti, Mok^. Stetson 

halL 

Osborne, L. EL The Chapin library* L J 49:165- 
168, 1924 

A deicriptioii of ihe rooms especially deigned 
to house the Chapin library of rare books in 
Stetson hall. 

Stetson hall — the Williams college library. Arch 

4S:257-m 1923 

Brief description, two floor plana, two eleva¬ 
tions and longitudinal section drawing^ 

1 Exterior view] (In Klauder* C. and Wise* H. C 
College archilecture in Anverica, 1929. p.76) 

I Exicrior and interior views) In The work of Cram 
and Ferguson. 1919. plates 305-309) 

[View of tlie reading room} (In Arch Forum 
47:533. 1927) 

Erected 1923 ? 

ATrlutecta: Cram end Ferguscwi 

Cose ? 

WYOMING* UNIVERSITY OF* Uratnia 

Davis* Rcha. The University of Wyoming library. 
L j 19:423424, L924 

Descriptive article of building and equipment 
widi exterior and interior -riews. 

Library building, Univemity of Wyoming, LAramie. 
.Anh Fomm 44;39L*m 1926 
Brief deicriptive article^ three floor plans* an 
exterior and two interior views, 

[Exterior view] (In Assoc of Amer Colt Bull 14: 
203. 1928) 

Erected 1923 

Arcbtlecl: W, A. Hlichcock 
Coit $200,000 

YALE UNIVERSITY* New Haven* Conn. Sterling 
fnemorial library. 

Tlie decoration of the Sterling memorial library. 
Vale Univ L Cax 5:37-29, 31-123. 1930-1931 
Descriplion of tbe symbolical and 111 ustrative 
ornament used in the library with excellent illus- 
Irationa. 

French, Hollis. Medianical equipment * . * Yale 
Univ L Cast 5 j 66^73. 1931 
^'^Description of the eleclHcal and elevator 
equtpmcnl* and the book convey or and pneumatic 
tuW systems."' 
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—- Hii|j|A4rfi, mnd BoIam, Eupn^riii^ 

pr<iblcimR. Yile UniY L Cwt 3 £15+204 1928 
HrAtJngf vTnlJtajing and htimidily^ lighting 
cU-^ proEil^nif 

A girat Libmry: tbi^ npw Vale butlding,^ L^^ndon 
TimcA Aug 22^ 1929. pp. 11, 16 

DEscription* -umc interkr and two (^aetoridr 
viewB^ 

Hale. H, Yatc\ cathedral orgy. Nation 132: 
47M72- 1931 

An unilerrgraduate^j^ commerils on the building. 

Muificdt E. S. The Sterling merDohat library. Yafe 
Univ L Caz S:57-^S. 1931 
C<kkI deacri]>tvie article. 

Keogth Andrew* TJie Sterling tuernorlal library^ 
Yale Aluiinii Weekly 37=623-627* 1928 
An jlliiHrated dcacripliYe arlicte of the builcb 
ing, 

— Notes by the librarian. Yale UitEr L Cm 3 !27'S4. 
1928 

Description of ibe library btiilding. 

— plaiuiLng of a great library. Library buo- 

cialion. Proceeding! of the Aftieth anniveraarv 
eonferenee. pp. 74-78, 1927 

Procedure of ptanning the building and aortic 
descriptive jnalerial. 

— The Sterlifig meznorial library. L J 56:529-533 
1931 

Eitrrior and four interior viewn* two floor 
pLazu^ flrscriptlve article and brief hiatory of the 
Vale library. 

A moderniKrd unlrmity librarf- Sci Amcr 145 - 
328-329* 1931 

llltiatratiriw and dUcunion of llic medumica] 
equipmeriE. 

Munthe* Wilhelm. A Norwegiati impresaion of the 
Imildtng. Yale Univ L Goa 6:5656, 1932 
Brief docription of the building. 

iNew library buitdiiig for Yale ontvcraily* Lib 33: 
205* 1928 j 

Brief ankle on proposed building. 

Roge^ J. C* The wrfiiig memorial library * „ , 
Tale Uuiv L Gaa 3:3*7* 1928 
Diacriptiyc article by ibe architect. 


Sneadi W* 5* Tfae bookatack tower Yale Univ I 
G&i 5:77-804 1931 

Description of the bookalacka and four interior 
views, 

— The Yale bookatack. Yak Univ L Gas 3:21-26. 
192fi 

Acblktnnal descripliim of tfae atacka. 

Tfie Sterling memoiial Jibrary m Yale, L J SItI83^ 
184. 1926 

A brief descriptinn of the proponed bolldiiig. 
Sterling memorial library efedicatton. L J 56 :363. 

\m , 

A brief d^Kfiiption of the liuiEdtog, 

Sterling mrmoriat liltTArv for Ynte univenily. Lib 
31;131433v 1926 

Anicle 411 the Ituiidiiig Ait'otiipanJed by iJJw 
Iraiiena. 

Tetisdnie, L. A. Heating ■iid ventilming eystem 
Yale UniT L Goi 5:73-76. 1931 
DcAcripiive srticle, 

ft'ebeter, D. T, Ccintitruction fe«turra md problems. 
Yale Univ L Cai 3:9-13. 1923 
Thrw illufilratjons included with the dettenp- 
lion. 

Yatc'a new library. Survey 66:258'£59. 1931 
A brief note with weta] tlluatratiom. 

Interior view] (In Munihe, Wilbelm. Amefl- 
kanake biblioteker . . . Nordiik Tidalirift 18:105. 
19.11 ; also in Turner, P, J, Library bijildmi»,,, 
1929. p. 22) T s 

[Floor plans and tilustratiom] (In Yale Univ L 
Gm V 3. no I, July 1928; v 6, no 4, April 1931) 
[Ground floor plan and if lust rational (In Years 
work 3: plaiea I, II and HL 1930 
[Oue exterior and five itiletior viewml (In Arch 
Forum 54:685-688. 1931) 

ETbr« Boor plane] (In A L A Coll and Ref S«t 
Yrhk no 1, 1929, In pocket) 

[Two floor plana] (In L A ft 3<J «f 2:344^345. 
1932) 

Etec^ 1931 

Architeeta; Jams Gamble Rogers, Inc. 
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